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the COMPLETE line 


PONT X-RAY CHEMICALS 


available for the first time Canada through 


GET MORE SPARKLE FROM YOUR RADIOGRAPHS! 


For speed, reliability and radiographs 


superior diagnostic quality, specify 
Pont X-Ray Chemicals. 


Pont “SINGLE-POWDER” X-Ray Fixer 


more two-part simply stir 
into dissolves rapidly. has 
pleasant odor because aromatic 
has been added mask the disagree- 
able acid and sulphur dioxide fumes 
found ordinary 


Pont “XTRA-FAST” X-Ray Developer 


Permits 3-minute development 
Put practical test your own labo- 
ratory. You'll find Powdered 
X-Ray Developer saves 
longer... and produces radiographs 
exceptional detail and contrast. 


eConcentrated X-Ray Replenisher. 
Eliminates necessity for adjusting 


developing time because solution 
exhaustion, 


Concentrated X-Ray Fixer. Gives 
reduced clearing time...normally 
less than one minute. 


CANADIAN INDUSTRIES LIMITED 


PHOTO PRODUCTS SECTION 
PAINT AND VARNISH DIVISION 
MONTREAL 


Sold Leading Distributors Coast Coast 
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THE FOCAL SPOT 


with the new 

KELEKET 
Ceiling Mounted 
TUBE CRANE 


Universally adaptable various X-ray 


Offers virtually unlimited adaptability all vertical and 
techniques. 


Superficial and medium therapy. 


Notice the clean, uncluttered floor space when the Keleket overhead 
tubestand used conjunction with the Keleket table. 


For further information consult any branch 


261 Davenport Road, Toronto 


Also exclusive distributors for Sanborn, Raytheon and 


Offner equipment 


Moncton Quebec Montreal Winnipeg Regina Calgary Edmonton Vancouver 
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News from the 


BRITISH COLUMBIA DIVISION 


Both branches the B.C. Division have been 
particularly active during the past three months. 
Both have held meetings considerable interest 
and instruction. the year ended with 
justifiable pride that point year 
advancement and progress. Membership has in- 
creased considerably and meeting attendance 
has been better than formerly, although could 
better still. 


The Victoria Branch meeting, which was held 
December, was for the chief purpose elect- 
ing officers for 1953. The result the election 
follows: 


President—Mr. Ron Clarke. 
Vice-President—Miss Val Brown. 
Secretary—Mr. Ray Munday. 
Treasurer—Mrs. Dorothy Browning. 


The technicians and staff the X-Ray De- 
partment St. Joseph’s Hospital held very 
enjoyable dinner and dance recently the 
Chalet Matterhorn. wonderful party was en- 
joyed this function. 


the November meeting three students from 
the staff Royal Jubilee Hospital spoke the 
hazards radiation. The names are not known 
the writer but apparently the young ladies 
did very good job the subject. 


the November meeting the Vancouver 
Branch good attendance members heard 
Mr. Gordon Hamblin Canadian Kodak his 
famous demonstration processing. This 
amazing and interesting method showing 
what happens when films are being processed 
made big hit with all members. 


The December meeting was held Lynden 
Hall Broadway and was combined business 


and social affair. The business the evening 
was election officers for 1953. After the 
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ballots had been counted the following members 
are power for the next year: 


President—Miss Mary Harrison. 
Vice-President—Miss Pat Rogers. 
Treasurer—Mrs. Hood. 

Secretary—Miss McDonald. 

Student Bill Brown. 
Branch Representative—Miss Helen Dawson. 
Membership Committee—Miss Audley Haack. 
Entertainment Comm.—Miss Carol Simms. 
Publicity—Mr. Stirling. 


Mr. Stirling proposed vote thanks Miss 
Joan Goodall for the splendid manner which 
she had carried out her duties President 
1952. 


Following the business part the evening 
Mr. Stirling paid tribute the students who 
had passed their examinations 1952. Each 
one was called turn and introduced the 
membership and presented with small corsage. 
Those who were honored were, Miss Joan 
Bell, Miss Ella Brayer, Miss Cecilia Gerwin, 
Miss Edythe Haack, Mrs. Dora Greenwood, 
Miss Blanch Jarton, Miss Marj. Macbean,. Miss 
Muriel Martin, Miss Anne McCormack, Miss 
Mary O’Keefe, Miss Carol Simms, Miss Jacque- 
line Tanner, Mrs. Mary Tolson, Mr. Leo 
Richards, Mr. Emerson Saulter. Those who 
were unable present and others who live 
other parts the province were Miss Velma 
Brown, Miss Agnes Miss Elizabeth 
Madill, Mr. Harry Clark, Mr. Wilfred Hooper 
and Rev. Sister Therese Providence, and 
Miss Ungaro. are justly proud our 
student showing examinations and take this 
opportunity wishing them success life. 
most enjoyable informal party followed Lyn- 
den Hall and the more than sixty who were 
present voted most successful evening. 


All officers and members the B.C. Division 
look forward even more successful year 
1953. The Annual Meeting will held 
Victoria February 28th when expected 
that large number technicians from all over 
the province will attendance. 


extend our best wishes for Happy and 
Prosperous New Year all members the 
C.S.R.T. 


—W. STIRLING, R.T., 
Sub-Editor. 
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This Maxicon 200, like all valve-rectified 
x-ray units, uses long-life kenotrons. 


The Focal Spot, 1953, 


THE FOCAL SPOT 


How often YOU replace valve tubes? 


it’s every few months 
even every few years 
—here are facts about 
kenotrons that can 
mean big savings for you 


REPORT KENOTRON LIFE 
X-RAY UNITS 


No. Average Total 
(from 4 x-ray years of | kenotrons 
geographic | units service involved 


*Nomes supplied on request 


General Electric, quality more than ab- 
stract word. It’s actually built into every compo- 
nent every x-ray unit sold. And here’s dollars- 
and-cents proof what quality means 
you just one instance. 

Take look the table above. It’s based 
actual users” reports kenotron valve tube 
life. Compare this record with yours. 

And remember, it’s not just the amount you 
pay for new tube—although even the “cheap” 

cost around $100.00! You must also con- 
sider the inconvenience your patients the 
man’s call. 

x-ray-equipped offices have learned take 
kenotrons’ long life for granted. Contrast this 
with many users other equipment who find 
matter routine replace valves every 
months. 

This amazing story kenotron life not 
isolated instance. typical all x-ray 
equipment. Ask your x-ray 
show you how your equipment dollars farther 
when you buy quality. Phone write the 
nearest office General Electric X-Ray Corp.. 
Toronto, Vancouver, Winnipeg. 


You can put your confidence 


GENERAL ELECTRIC 
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NEWS ITEMS FROM THE PROVINCES 


NOVA SCOTIA DIVISION 


Since the last edition The Focal Spot 
have had two meetings; November and 
December. November our meeting was held 
the R.C.N. Hospital, where Mr. MacDonald, 
physicist with the Naval Research Establish- 
ment, gave most instructive talk the radio- 
graphic examination weldings, castings and 
other parts ships. Slides were shown the 
equipment used and some the radiographs 
made were also shown depicting flaws the 
castings and weldings. This something 
read about but seldom see and was quite 
change from our usual lectures. Refreshments 
were served and were taken see the new 
X-ray equipment and new dark room. 

The December meeting was held Camp Hill 
Hospital. First the agenda was tour 
the x-ray department which was new the 
majority us. Then enjoyed lecture 
Dr. Donald Logan, dental surgeon, the 
mandible and temporo-mandibular joints, giving 
the dentist’s viewpoint what wants 
radiograph these areas. Films were shown 
demonstrate these views. Following this, the 
business meeting took place. was decided 
that newsletter should sent all members 
the Province keep them informed 
what takes place these meetings; was also 
decided that this newsletter would sent out 
whenever there sufficient material pub- 
lished. 

Our President, Mr. Austin Singer, was dele- 
gated St. John’s, Newfoundland, 
help organize Newfoundland Society. The 
Fates, appears, were against Mr. Singer reach- 
ing Newfoundland the plane was grounded 
Sydney and was forced turn back due bad 
weather was the worst storm Cape Breton 
has had years. However, was good try. 
hear that the Newfoundland members had 
very successful two-day meeting spite 
the gale. 

Congratulations are order for our former 
vice-president, Robert Jones, R.T., who 
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one the two Navy men recently promoted 
the rank Commissioned Officer Medical 
Technician. This the first time that Armed 
Forces technicians have been commisioned 
(formerly they had change their occupation 
gain advancement). 


Many good wishes for happiness are extended 
Miss Mary Shea, Infirmary graduate and 
lately the staff Highland View Hospital, 
Amherst. Mary leaves the field x-ray for 
that matrimony December 29th. Hence- 
forth she will Mrs. Thomas Flood Lachine, 
P.Q. 

would like take this opportunity, be- 
lated though be, extend all our good 
friends, sincere wishes for very happy and 
Prosperous New Year. See you all Toronto 
June—we hope! 

—JEAN UNDERWOOD, 
Sub-Editor. 


P.O. ROBERT JONES PROMOTED 


Ottawa, Dec. 11—“Two 
former petty officers 
the Royal Canadian Navy 
have been promoted 
the rank Acting Com- 
missioned Officer (Medi- 
cal Technician),” Naval 
Headquarters announced 
to-day. They are Com- 
missioned Officers Don- 
ald Arthur Ife, 33, 
Sussex, England, and Vic- 
toria, B.C., and Robert 
Clarke Jones, 30, Glace 
Bay and Dartmouth, N.S. 


Commissioned Officer Ife Lab. Technician 
and served the Royal Navy for seven and 
half years from 1939 until 1947. entered the 
R.C.N. Petty Officer March 1950, 
H.M.C.S. Niobe, the R.C.N. establishment 
London, England, and has since served 
R.C.N. hospitals Halifax and Esquimalt, B.C. 


Commissioned Officer Jones entered the 
R.C.N.V.R. Sick Berth Attendant Janu- 
ary, 1941. During the war did x-ray work 
east coast shore establishments and the 
destroyer St. Clair. 1945 became mem- 
took Pre-Medical studies Dalhousie Univer- 
sity, Halifax, and joined the R.C.N. (Reserve) 
Petty Officer September, 1949. Following 
two months the naval hospital Esquimalt, 
B.C., joined the staff the R.C.N. Hospital 
H.M.C.S. Stadacona, Halifax, where served 
until his promotion commissioned rank. 
has been active member the Nova Scotia 
Division, C:S.R.T., and served Vice-President 
last year. are proud you, Bob! 


P.O. ROBT. JONES 


The Focal Spot, 1953, No. 


The Focal Spot, 1953, No. 


THE FOCAL SPOT 


— 


Brighter 


Quicker 
Diagnosis 


TYPE B-2 FLUOROSCOPIC SCREENS— 
best for brilliance—help speed accurate diagnosis. 
Behind each Fluoroscopic Screen 
the research experience and know-how the 
oldest screen manufacturer America. The 
Type B-2 your assurance superior 
performance under all conditions medical 
fluoroscopy—maximum brilliance, best definition, 
perceptible afterglow, absolute stability 
x-radiation with greater resistance the 
discoloration effect bright daylight other 
sources ultra-violet radiation. 


All Type B-2 Fluoroscopic Screens 
have plastic base resist warping rippling 
the screen surface. 

Your x-ray apparatus dealer supplies the 
Type B-2 Screen and always ready 
Co. (Inc.), Photo Products Dept., Export Sales, 
Wilmington 98, Del., U.S.A. 


FRMS + CHEMICALS - “PATTERSON” SCREENS 


SETTER POR BETTER LIVING .. . THROVOM 
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NEWS ITEMS FROM THE PROVINCES 


ONTARIO 
SOCIETY RADIOGRAPHERS 


LAKEHEAD SECTION 

The first the Fall Session was held 
St. Joseph’s General Hospital, Port Arthur, 
Wednesday, October 8th. President John 
Logan was the chair and conducted the busi- 
ness portion the meeting which certain 
outside correspondence was reviewed, and mem- 
bers brought date generally what 
transpired over the holiday period. 

Mr. Gustav Strand, Chief Technician frem 
McKellar Hospital, Fort William, then pre- 
sented very interesting address his impres- 
sions the 1952 Annual C.S.R.T. Convention 
Calgary. his talk Mr. Strand covered the 
highlights both the social 
sessions the Convention and left the impres- 
sion with all that this was one the most en- 
joyable and worthwhile Annual Meetings the 
C.S.R.T. date. Mr. John Logan, who was 
also attendance this Convention, endorsed 
the speaker’s remarks the generosity and 
hospitality the Host Society. 


During the short business portion the meet- 
ing discussion took place 
Social for the Society and Mrs. Carniato was 
appointed Chairman committee arrange 
for same. 

Those present then had the great pleasure 
hearing very interesting and informative ad- 
dress presented Mr. (Mel) Maki 
Canadian Industries Limited, Winnipeg. Mr. 
Maki’s talk was entitled “Darkroom Ditta and 
Datta” and covered many the obscurer facts 
and observations relating the processing and 
handling x-ray film; also how overcome 
some the problems which relate this end 
our work. 

Following Mr. Maki’s address colorful and 
instructive movie film entitled “Harnessing the 
Rainbow” was shown courtesy Canadian 
Industries Ltd. and this proved very in- 
teresting also (particularly the lady mem- 
bers). Our thanks both Mr. Maki and Cana- 


dian Industries Limited for their assistance with 
this program. 

tasty luncheon served the X-Ray Staff 
brought this memorable meeting close. 


The December meeting the Lakehead Sec- 
tion was held the Port Arthur General Hos- 
pital Wednesday, December 10th. 


Final plans for the pre-Christmas Social were 
consolidated. was finally decided that this 
should take the form Bowling Party. Mrs. 
Carniato was kind enough invite the members 
back her home following the bowling. 

Discussion took place the renewal the 
group subscription The X-Ray Technician. 
was decided that this should done, end 
Miss Guilders was appointed Librarian 
for the Society. Her duties are collect and 
report all periodicals and articles pertaining 
our work. 

The Annual Election Officers followed, 
results which are: 

President—Mr. Jim Whatley, 
Arthur General Hospital. 

Secretary-Treasurer (acclamation) Miss 
Carmel Coghlan, R.T., St. Joseph’s General 
Hospital, Port Arthur. 


R.T., Port 


Focal Spot Correspondent Miss Mary 
William. 


Mr. Jack McGie, local representative the 
Picker X-Ray Corporation, then gave very 
interesting address “The History Photo- 
Timing.” The speaker reviewed the progress 
the early research into this phase 
our work its present stage, mentioning 
the highlights along the way. also touched 
some the special technical considerations 
involved those who are using this method 
exposure timing. 

Two interesting movies entitled “What 
Electricity?” and “Adventures Research” 
were then shown. The first these was 
simple breakdown graphic form Electrical 
Theory and should great help the 
student members present visualizing this sub- 
ject. are indebted the Westinghouse 
Company Winnipeg for their generosity 
making these films available us. 

The members then were treated delicious 
refreshments which concluded happy note 
another successful meeting the Lakehead 
Section. 

Continued page 
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RADIOGRAPHIC TECHNIQUE 


Clarity 


Sharpness governed breadth X-ray source, the extent movement during 
exposure, and the resolving power the film film-screen combination. The narrower the 
source, the smaller the movement during exposure, and the higher the resolving power the 


sharper will the image. 


Contrast governed the ability the emulsion reproduce, necessary exag- 


gerate, differences subject opacity. can destroyed fog and scattered radiation. 


Resolution basically property the emulsion. theory more lines per unit length 
can resolved without intensifying screen than with. practice the longer exposure 
needed when screens are used increases the degrading effect scattered rays, and 
loss sharpness through movement. The result that screens often actually 


increase definition the finished radiograph. 


LFORD FILM 


and available Canada from: 


GENERAL ELECTRIC X-RAY CORPORATION LIMITED 
ILFORD LIMITED, PICKER X-RAY CANADA LIMITED 
ILFORD, LONDON, ENGLAND PHILIPS INDUSTRIES LIMITED 


X-RAY RADIUM INDUSTRIES LIMITED 
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NEWS ITEMS FROM THE PROVINCES 


Continued from page 
are pleased note that three new Student 


Members have joined our group within the last 
two months and hope that our section will 
continue expand with the coming year. 
“HAPPY NEW YEAR ALL.” 
—R. GORE, R.T., 
—Sub-Editor. 


CENTRAL SECTION 

Friday, December 12th, meeting the 
Central Section the Ontario Society 
Radiographers was held the Toronto East 
General Hospital. The President, Mr. David 
Sage, introduced the new sectional chairman, 
Burton McBride, who presided over the meeting 
which opened 8.30 p.m. with about sixty-five 
members attendance. The Chairman then 
called upon Dr. McGee, Chief Radiologist 
the hospital, who graciously welcomed the 
technicians. 

short period silence was observed 
remembrance the late George Reason, 
pioneer the field Radiography. 

The first paper the evening, entitled “De- 
partmental Co-operation During Smith-Peter- 
sen Pinning,” was presented Miss Muriel 
Horack Toronto East General Hospital. This 
talented young lady was very thorough her 
explanation both methods hip pinning. 

The second speaker the program was Dr. 
Harrington, Radiologist the Toronto 
East General Hospital, whose topic was “Radia- 
tion Syndrone Atomic Warfare.” With atomic 
war threatening, found Dr. Harrington’s 
topic very interesting and educational one. 

discusion period then followed and many 
difficulties were settled. The President who 
presided over this sesion also outlined future 
activities for the society. 

After tour the X-ray Department, 
luncheon was served the spacious and lovely 
dining room. was truly evening well worth 
attending. 

Many thanks Dr. McGee and his very co- 
operative staff. 

STECHYSHYN, R.T., 
Sub-Editor. 


WESTERN SECTION 
meeting the Western Section was held 
the Stratford General Hospital the end 
September. 
Mr. Russell, R.T., chairman the 


Western Section, called the meeting order, 
and introduced Dr. Edington, Radiologist 
charge Stratford General Hospital. Dr. 
Edington extended cordial welcome the 
technicians, and wished them every success 
our future meetings. 

Mr. Jack Bateman, Administrator Strat- 
ford General Hospital, also spoke kinds wel- 
come, and expressed pleasure that Stratford 
General Hospital had been selected for this 
meeting. 

Mr. Russell then introduced the speakers 
the evening. 

The first paper was presented Mr. Les 
Thompson, R.T., Sarnia General Hospital, and 
was very interesting and informative talk 
called “How You Manage Your X-Ray 
Department from the Office Standpoint?” Mr. 
Thompson described what happens when 
patient arrives the X-Ray Department, and 
how the films are filed and numbered, and 
records kept. Mr. Thompson also mentioned 
the value keeping check file normals for 
comparison. 

The second paper the evening was given 
Mr. Patry, R.T., London, the title 
being “Oxygen Injection the Knee Joint.” 
Mr. Patry demonstrated his paper with some 
very fine radiographs and slides. also 
showed the technicians tunnel which used 
divide cassette into six equal spaces 
which greatly speeded the operation when 
taking several radiographs the knee joint. 

The third paper the evening, “Tomography,” 
was presented Mr. Alex Nelson, R.T., 
Victoria Hospital, London. Mr. Nelson ex- 
plained the principles underlying Tomography, 
such how the levels were selected, the move- 
ment the x-ray tube and the Bucky. Mr. 
Nelson also showed some excellent Tomograms 
showing the various structures seen different 
levels the body. 

The fourth paper the evening was Mr. 
Donald Anderson, R.T., Victoria Hospital, 
London, “Measurements Polio Cases.” This 
paper dealt with method accurately deter- 
mining the length the lower extremities 
children who have shortening one their 
lower extremities, usually from polio. Mr. An- 
derson said that necessary locate the 
joint spaces, and using small cone, and 
centering directly over the joints, then 
simple matter measuring the radiograph 
from one joint space the other. 

Continued page 


The Focal Spot, 1953, No. 


NEWS ITEMS FROM THE PROVINCES 


QUEBEC SOCIETY 
X-RAY TECHNICIANS 


general meeting the Quebec Society was 
held Nov. 29th, 1952, the Nurses’ Home 
the Notre Dame Hospital. Dr. Paul Brodeur, 
Radiologist that hospital, welcomed and 
was our guest speaker, giving very interesting 
talk “Tomography.” film “Planigraphy” 
was also shown. Afternoon tea was served fol- 
lowing the meeting. 


regret report the death Dr. Arnold 
Bernstein, associate radiologist the Queen 
Elizabeth Hospital, Montreal, who died sud- 
denly the end December his 56th year. 
Born Koenigsberg, East Prussia, Dr. Bern- 
stein took his medical studies there. Later 
went the state hospital Danzig and founded 
the x-ray department there. 


Dr. Bernstein came Canada before the 
Second World War. was professor 
radiology the University Western Ontario 
London and was radiologist the Victoria 
Hospital there before coming the Queen 
Elizabeth Hospital four years ago. 


was member the Montreal Medico- 
Chirurgical Society, the Canadian Association 
Radiologists, the Province Quebec Associa- 
tion Radiologists, and the American College 
Radiologists. 


Miss Germaine Perry, formerly the staff 
the Herbert Reddy Memorial Hospital, has 
now joined the staff the Royal Victoria Hos- 
pital, Ross Memorial Division. 


Miss Joan Griffiths has left the staff the 
Montreal General Hospital, and going live 
Ottawa where she joining the staff the 
Ottawa Civic Hospital. 


—EDWINA BOA, R.T. 
Sub-Editor. 
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SOCIETE DES TECHNICIANS 
R.X. PROVINCE QUEBEC 


nous fait plaisir d’offrir nos meilleurs voeux 
bonheur Fernande Cossette, R.T., 
Valleyfield, son mariage avec 
Claude Cossette. 

Tous nos voeux bonheur aux heureux 
parents, Mme Camille Picard, 
naissance d’un fils, Yves, octobre. 

Toutes nos félicitations Dr. Origéne 
nomination comme Président Société des 
Radiologistes Province Québec. 

novembre dernier avait lieu deuxiéme 
Dame, Pavillon des infirmiéres. 

Plus cent membres étaient présents. 
plus cordiale bienvenue nous fut souhaitée par 
Dr. Paul Brodeur, radiologiste chef. 
conférence sur tomographie, accompagnée 
d’un film, fut des plus intéressante. 

délicieux gouter fut servi. 

Nous remercions chaleureusement Dr. 
Brodeur, les autorités pour leur 
cordial acceuil. 

—ALICE PAQUIN, 
Rédactrice adjointe. 


Ont. News—Continued from page 

This concluded the technical part the pro- 
gramme. 

Mr. Russell mentioned the Provincial Conven- 
tion and urged the members attend possible. 
Likewise the coming International Convention 
Toronto 1953. 

Mr. Russell spoke the sudden death Mr. 
Percy Ghent, and many the members 
present who had known him this was indeed 
sad news. 

Mr. Donald Anderson, R.T., was appointed 
secretary for the Western Section. 

was decided hold four meetings year, 
the next held London. 

Following the meeting sandwiches and 
were served and tour the X-Ray Depart- 
ment concluded very enjoyable evening. 
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Canadian Society 


Radiological Technicians 
Board Directors 


Hon. President 
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President, Canadian Medical Association. 
President 
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297 West 46th Ave., Vancouver, B.C. 
Vice-President 
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2287 Old Orchard Ave., Apt. 43, Montreal, Que. 
Appointed by the Canadian Medical Association 
PETRIE 
St. John, N.B. 
Appo'nted by the Canadian Assoc’n. of Radiologists 
DR. GILL 


Institut Radium, 4120 Ontario est, Montreal, Que. 


Secretary-Treasurer 
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Fer C.A.R.: DR. E. A. PETRIE (Chairman) 
St. John, N.B. 


For C.S.R.T.: 
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President: Mr. Welch, 
Col. Belcher Hospital, Calgary. 
Sec y.-Treas.: Miss Shortt, 
Belcher Hospital, Calgary. 
BRITISH COLUMBIA DIVISION, C.S.R.T. 


President: Miss Mary Harrison, R.T., 


Secretary: Miss F. A. McDonald, R.T., 
3819 Gambie St., Vancouver, B.C. 
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President: Sister Mary Rosaire, R.T., 

Providence Hospital, Moose Jaw, Sask. 
Miss Marie Perron, R.T., 
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NEWS ITEMS FROM THE PROVINCES 


ALBERTA DIVISION 
C.S.R.T. 


EDMONTON SECTION 


The Corona Hotel was the scene much 
festivity November 22nd, when the Edmon- 
ton Society Radiological Technicians gathered 
honour the graduating technicians. 

The evening began with banquet which 
more than one hundred and fifty people were 
present. Mr. Roy Hendra was chairman for 
the evening. 

Our guest speaker was Mr. McGregor, who 
held the interest all with talk Alberta’s 
Peace River Country. 

Dr. Copestake—recently over from Scotland 
—from the University Hospital, compared 
with the technicians the Old Country and had 
quite lot say our favour. Thanks, Dr. 
Copestake! 

Dorothy McDonald very fittingly gave the 
Valediction and Eileen Kerr proposed the toast 
the Radiologists, which was answered 
very original way Dr. Mallett. 

After the banquet cocktails were served, the 
Edmonton Radiologists being our hosts. 


Both young and old attended the dance held 


afterwards and wonderful time was had all. 

The Edmonton Society held their Christmas 
Dance December 5th the Masonic Temple. 
cushion donated the Sisters from the 
Vegreville Hospital was raffled during the even- 
ing. gay time was had all present. 

The regular monthly meeting was held 
December Ist the Misericordia Hospital. Dr. 
Harry Wood gave talk Dental Surgery— 
using slides illustrate his paper. 

Our first meeting 1953 was held January 
5th. This was Students’ Night, and proved 
very interesting with general discussion 
the student technicians. 

Good luck Miss Doris Gregory who left 
Edmonton make her home Toronto. 


—BETTY SUCHOTZKE, R.T., 
Sub-Editor. 
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NEW BRUNSWICK SOCIETY 
X-RAY TECHNICIANS 


Winter once again upon with its snow 
and ice and cold winds. are all looking 
forward warmer days and summer vacations. 

previously reported the Ways and Means 
Committee are hard work preparation for 
the best C.S.R.T. Convention date 
held Saint John 1954. dance has been 
planned held February 13th Saint John 
the Admiral Beatty Hotel. hoped that 
there will large attendance and that every 
one will all out make success. 


The N.B. Society regrets the loss Miss 
Carmella Gautreau, who has left the Moncton 
Tuberculosis Hospital accept the position 
Chief Technician Fall River, Mass. Miss 
Gautreau’s position Secretary the 
N.B.S.X.T. has been taken over Miss Kay 
Creelman the Moncton City Hospital. 


Miss Ann Hickey, formerly Hotel Dieu 
Moncton, now the Moncton Tuberculosis 
Hospital. 


the Fall C.S.R.T. examinations. Congratula- 
tions are extended Ann Hickey, Shirley 
McIntyre, Clare-Narie McGrath, Joan Meinert, 
Jean Alexander, Sister and Sister 
Martin. 


addition the routine work, these are 
busy days for the “Chief” St. Joseph’s Hos- 
pital X-Ray Department prepares two 
illustrated lectures. One entitled “Aberrant 
Right Subclavian Artery,” given the 
mid-winter meeting the Canadian Association 
Radiologists Toronto, January 26th. Even 
Dr. Petrie’s pet cat “Blackie” having dog’s 
life while these extra-curricular projects are on. 


—HELEN CAMERON, 
—Sub-Editor. 
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One the simplest exposure 


calculators ever 
Offered FREE charge Ansco! 


With this unique Ansco X-ray Ex- 
posure Calculator exposure factors can 
that simple use! 

will provide accurate exposure set- 
tings whether you use high low voltage 
techniques and regardless the type 
equipment and screens you use. 

This new exposure calculator wil! also 
give the correct voltage for varying thick- 
nesses body parts and positions most 
frequently radiographed. When such fac- 
tors target-to-film distance, tube cur- 


rent, time are changed, the calculator 
enables you rapidly arrive the 
necessary changes the other factors. 

This product Ansco’s X-ray 
oratories was developed for the sole pur- 
tions. does this most effectively. 

get your Ansco X-ray Exposure 
Calculator merely contact Ansco’s 
Ray Department, Ansco Canada 
Limited, Front St. West, Toronto 
Ontario, Division General Aniline 
Film Corporation. “From Research 
Reality.” 
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Developed specifically power pre-admission X-Ray examination units, 
the Ferranti Photoscope Generator features low initial cost, low operating 
cost and minimum floor space requirements. 


.@ Used with o Ferranti-Eureka Rotating Anode Tube 


designed for this type of service, and the Ferronti 
70mm. miniature film photoscope comera, this unit pro- 
vides seporate pre-odmission X-Ray focilities ot a cost 
only slightly greater than that of accessory equipment 
ploced in the X-Ray Department! 


@ By the use of a really reliable phototimer, the con- 
trols hove been simplified to o point that the unit moy 
be opercted by untrained personnel No additional 
burden is placed on your X-Ray Technicions. 


@ Spoce requirements ore held to the bore minimum, 
permitting the unit to be placed in a location conveni- 
ent to the admitting desk 


sum up, the Ferranti PHOTOSCOPE the only X-Ray unit designed 
specifically for hospital pre-admission X-Ray examination, providing 
economy first cost, economy operating cost and economy space. 
Write today for further details this important new Ferranti develop- 


Solution your 


PRE-ADMISSION X-RAY 


TORONTO 


CSA APPROVED CANADIAN MADE 


RAY EQUIPMENT 


Problem 


The Focal Spot, 1953, No. 


ment, 


— 


The Spot 


Journal the Canadian Society Radiological Technicians 


LESLIE CARTWRIGHT, R.T. 
EDITOR 


“All our ambitions should devoted faithful fulfilment duties towards others 


Volume 


TORONTO 1953 


Issue No. 


Cholangiography 


ANTHONY STECHYSHYN, R.T. 


General Hospital, St. 


important chapter the history 
roentgenology the gallblad- 
der and the bile ducts was intro- 
duced with the development cholangio- 
graphy, and one who studies, even 
interested diseases the biliary system 
soon becomes impressed with the 
important role played the extra-hepatic 
ductal system. 

The biliary system begins the small- 
est radicles the liver and consists the 
liver whole and the individual cell 
the basic functioning unit, the intraphe- 
patic bile channels, the hepatic ducts, the 
cystic duct and its sphincter-like mechan- 
ism, the gallbladder, the common duct, 
the pancreas and its excretory system, the 
sphincter Oddi, the ampulla 
the duodenum with all its mechanical and 
functional intricacies well the lym- 
phatic circulation the whole area. 
Truly this large and extensive system 
which functions normally only when the 
physiological, anatomical, and neuromus- 
cular segments are working perfect 
co-ordination, and reasonable be- 
lieve that the breakdown any one part 
will affect any all the remaining 
parts. 

The liver with excretory system 
the most important organ the abdomen. 


Presented the 17th Annual Convention, Ontario 
ociety of Radiographers, Ottawa, Oct. 17th, 1952. 
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Catharines, Ontario 


Man can live good health without 
stomach, spleen, the appendix, any 
all the large bowel, the uterus and 
ovaries, and other abdominal structures. 
Indeed, cases have been reported which 
the entire pancreas and large portions 
the small bowel have been successfully 
removed, and which life was apparently 
not very normal. However, experimental 
animals cannot survive longer than 
period hours without liver, and only 
matter few weeks without com- 
mon duct. This also true human 
beings. Because these facts obvi- 
ous that the removal the gallbladder 
may have little effect the biliary 
disease general. Therefore every 
primary operation patient with gall- 
bladder disease potential common 
duct exploration particularly calculi has 
been diagnosed pre-operatively. 

The value cholangiography, whether 
the operating table (immediate) 
post-operatively (delayed) has become 
well established. many cases in- 
dispensable. Many consider provid- 
ing degree diagnostic precision not 
before obtainable. 

Various contrast media may em- 
ployed for this procedure such lipiodal, 
umbrathor, hippuran, diodrast. 
have found diodrast superior 


CHOLANGIOGRAPHY 


Cholangiograms, technique described text. 


iodized oils medium for visualization 
the biliary tree. Because its more 
fluid state tends fill out the bile ducts 
more homogeneous manner. The 
iodized oils are apt show separation 
into discrete globules even when intro- 
duced body temperatures. Because 
this some the ducts may show small, 
rounded, discrete areas opacity, which 
introduces element difficulty 
diagnostic interpretation. 

delayed post-operative studies, 
the patient placed supine and tren- 
delenburg position with the tube centred 
the biliary tract area. Conditions 
should aseptic possible. The 
diodrast which has been warmed 


approximately body temperature plac- 
ing the vial basin warm water 
then drawn into cc. sterile syringe 
and all air expelled. the drainage tube, 
which can T-tube the common 
duct, mushroom catheter the gall- 
bladder, small catheter the cystic 
duct the case may be, has free flow 
bile the tube clamped while the bile 
flowing thus eliminating any intrusion 
air into this tube. The tip the 
syringe then inserted into the end 
the drainage tube and held vertically, the 
clamp removed and small amount 
bile withdrawn, this helps expel any 
air bubbles that may have been left the 
tube. Approximately c.c. diodrast 
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then injected slowly and the moment 
completion, the tube clamped, the 
patient instructed stop breathing 
full expiration and immediate exposure 
made. The second exposure made 
after additional injection c.c.’s 
diodrast. The technician should then de- 
velop the plates and check his results for: 
(1) position the plate; (2) make sure 
the T-tube place; (3) see whether 
the gallbladder which may not have been 
removed overlying the the 
possibility the common duct being 
overshadowed the spine. This may 
remedied turning the patient slightly 
the right side. This procedure then 
repeated, following the introduction 
additional c.c.’s the fluid until four 


have been made total c.c.’s having 
been injected the average case). Dur- 
ing this procedure the introduction the 
fluid must done gently and the rate 
slowed when necessary resistance met 
with the patient complains right 
upper quadrant discomfort. 
usually indication that the intrahepatic 
ducts are being distended too rapidly. 

After the last exposure the tube 
clamped and the patient put reverse 
trendelenburg position and the plates are 
taken five minute intervals order 
determine the emptying the biliary 
tract. The films are all developed prompt- 
and the elimination the opaque 
fluid the examination complete. 

The advantage injecting only c.c.’s 
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the diodrast time and taking serial 
pictures, that enables one visualize 
the biliary tract with varying degrees 
distention. tiny calculus may seen 
through small amount the diodrast 
which may otherwise obscured when 
the ducts are over distended. the 
other hand only moderate amount 
injected, the entire extent the biliary 
tree may not visualized because not 
enough material present reach every 
part it. 

the event, when the sphincter 
Oddi offers little resistance and the 
opaque media flows directly into the 
duodenum without filling 
tract, Morphine, gr. 1/6 sometimes ad- 
ministered minutes before the 
first plates are taken constrict the 
sphincter and restrict the rapid flow 
che fluid until the entire tract well 
outlined. 

The inhalation Nitrate often 
used empty the ductal system this 
injected media. When Nitrate 
used the first picture taken approxi- 
mately seconds after the inhalation, the 
second two minutes, and the third and 
final about ten minutes after the 
inhalation. 


Immediate 
Cholangiography may also 


tempted during the course operative 
intervention. The procedure for operative 
cholangiography effectively carried out 
the following way. 


(1) cassette tunnel with stationary 
grid portable bucky which has 
been placed the operating table 
under the patient include the 
upper portion the abdomen. 


(2) No. needle attached piece 
rubber tubing about twenty centi- 
meters long inserted directly into 
the common duct. 


(3) c.c. syringe filled with con- 
trast substance and attached the 
rubber tube. small amount bile 
slowly aspirated and, with respira- 
tory movements the patient 
momentarily arrested the anaes- 
thetist, about c.c.’s contrast sub- 
stance injected. Roentgen expo- 
sures means portable x-ray 
machine made with completion 
the injection. This process re- 
peated and another exposure made 
after injection additional 
c.c.’s the fluid. The films are de- 
veloped immediately. Additional ex- 
posures may made with with- 
out the introduction more the 
contrast fluid. 


KEEPING TOUCH 
Conducted the Editor 


BROWN, RILLA. Has left Manitoba join the R.C.A.F. and now stationed St. John’s, N.B. 
FREELAND, MISS From Victoria Hospital, Saskatoon, Melfort Union Hospital, Sask. 
GAUTREAU, CARMELLA. From Moncton Tuberculosis Hospital become chief technician Fall River, Mass. 


GREGORY, DORIS. Moved from Edmonton Toronto. 


GRIFFITHS, JOAN. From Montreal General Hospital Ottawa Civic. 

HAUSER, MISS From Moose Jaw General Hospital Swift Current Union Hospital. 
HICKEY, ANN. From Hotel Moncton, Moncton Tuberculosis Hospital. 
MISS Now chief technician Swift Current Union Hospital. 
MONCHAMP, MISS Has moved from Manitoba Saskatchewan. 
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STEWART 


Central X-Ray Film Laboratory, Department 
Veterans’ Affairs, Ottawa 


continually visiting x-ray units and 
discussing x-ray film problems with x-ray 
technicians and members your society. 

The opportunity for these visits and 
discussions which gained consider- 
able knowledge was made possible 
reason position charge the 
Central X-Ray Film Library, War Ser- 
vice Records, Department Veterans 
Affairs. this connection would like 
give brief resumé some interesting 
facts connection with this Library. 
Many the older members will recall 
that previous World War II, x-ray 
work was conducted largely hospitals 
and comparatively few private clinics. 
Owing the enormous amounts paid out 
pensions for chest ailments following 
World War was decided x-ray 
recruits’ chests World War 
preventive measure. This was soon or- 
ganized under the guidance Colonel 
tion films the three Branches the 
Armed Services, Libraries were set 
under the R.C.N., the Army and the 
R.C.A.F. The Army Library was 
charge. Prior this, the Department 
Veterans Affairs stored all films Dis- 
trict Hospitals. the close the War 
was felt that good purpose would 
served national basis (and from 
pension point view) amalgamating 
the three Libraries under the Department 
Veterans Affairs. The result became 
the Central X-Ray Film Library. Em- 
ployed the Department Veterans 
Affairs safeguarding x-ray films 


Presented at the 17th Annual Convention, Ontario 
Society of Radiographers, Ottawa, October 17th, 1952. 
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veterans and supplying films loan, 
take considerable pride what have 
accomplished and from study and investi- 
gation similar work other countries, 
are convinced that, with due regard 
service and promptness, the Central 
X-Ray Film Library our Department 
unexcelled any x-ray film library 
the world. There are now filed the 
Library more than five million x-ray film 
envelopes with average four films 
envelope, which totals approximately 
twenty million radiographs. The task 
filing, preserving these films and provid- 
ing accommodation for them very im- 
portant, but the distribution films 
loan all points Canada, United States 
and Europe has proved even more import- 
ant. date, only once were x-ray films 
actually lost, and this particular group 
films may yet located. cordial in- 
vitation extended members the 
C.S.R.T. visit the Central Library 
where will happy show how this 
great volume films processed and 
filed. 


X-Ray Film Records 


Needless say project this magni- 
tude necessitates considerable adminis- 
trative and routine work. doubt some 
you will prompted say, 
not dispose the larger part the films 
the Library being old and useless?”, 
but there vast difference between the 
x-ray plate serviceman veteran 
and that civilian taken public 
private hospital. large number films 
civilians once reported upon may 
disposed immediately. Especially 
the Province Ontario, most hospitals 


STANDARDIZATION MARKERS 


dispose x-ray films salvage every 
five years, but the x-ray films ser- 
viceman veteran are considered 
service military document. Having 
this function, they must not destroyed 
for many years according service regu- 
lations; moreover, they are probably the 
only service documents that cannot 
successfully duplicated. When you re- 
turn your duties the various medical 
installations, therefore, please give x-ray 
films veterans your special attention. 


you are employed public hospital 
where veterans are admitted the De- 
partment Veterans Affairs, urge you 
everything your power safe- 
guard the films veterans and service- 
men that they eventually will filed 
the Library, where undoubtedly several 
previous films the same patient are 
file. now becoming more prevalent 
than the past hand x-ray films the 
patient rather than dispose them 
salvage. Especially this applicable 
x-ray films the chest. Owing the 
discovery increasing numbers malig- 
nant tumors the lungs, this method 
especially referred May 12th issue 
Newsweek. eminent doctor recom- 
mended that all x-ray films the chest 
should handed the patient kept 
album form and referred and com- 
pared when subsequent chest films are 
taken. considered that has consid- 
erable merit. connection with the 
keeping records informed that 
during your training x-ray techni- 
cian you receive instruction system 
recording all films and reports, and 
numbering and dating films, which shall 
deal with later. The x-ray technician 
all medical installations most import- 
ant pivot upon whom hinges the efficient 
operation that particular clinic. have 
seen cases exceptionally clever techni- 


cians, who were engrossed with their 
technical studies, that they accepted the 
administrative part their duties rather 
lightly, the result being that although the 
technical part their work was beyond 
reproach, was frequently difficult 
locate one these excellent radiographs 
owing inefficient recording. record 
system may compared chain and 
just good its weakest link. sug- 
gest that students x-ray technical 
courses called upon undertake side 
course administration that the course 
extended accomplish this object 
more thoroughly. 


x-ray departments across the 
country, have encountered many and 
varied systems filing x-ray films, and 
while realized that the technicians 
most these units not have the final 
say how the filing should done, 
felt that his her recommendation 
should receive 
Many the x-ray departments file 
numerically, which has some good fea- 
tures, especially very small unit and 
provided that the radiologist charge 
does not change. Frequently, however, 
when radiologist takes over new de- 
partment, decides use new set 
serial numbers, which confuses the form- 
series. 


Following the inception the Central 
X-Ray Film Library, many hospitals 
changed the alphabetical system fil- 
ing films, the reason being readily under- 
stood. Library films arrive from various 
sources, all having different numbers but 
some cases numbered series coincide. 
For example, might receive film 
dated July 10th from hospital Kings- 
ton carrying number 00134 and the fol- 
lowing day receive film from hospital 
Toronto which would have identical 
number. From this will seen that 
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filing number the Central Library 
would impractical, the films are filed 
strict alphabetical order, resulting 
only small incidence error. Numbers 
and series numbers may changed, 
but names invariably remain the same. 
The name the individual the upper 
left hand corner the film envelope and 
the films are filed edge with the open 
end inside. This has been found the most 
effective method, particularly filing 
shelving. The use cabinets gradually 
being dispensed with, they are cumber- 
some and difficulty has been experienced 
keeping the films from sliding. 
would appreciate all films sent the 
Library have names and numbers the 
upper left corner the envelope. 
suggested that changes instituted 
that filing all x-ray departments be- 
comes uniform. 


Standardizing Film Markings 


One the serious problems continually 
encountered x-ray record work lies 
varying systems numbering, dating and 
identifying-plates x-ray films. the 
Province Quebec alone, for example, 
twenty-four hospitals are operating under 
the name St. Joseph’s Hospital Hos- 
pital St. Joseph. Ontario thirteen 
hospitals operate under the name St. 


Hospital, thirty-seven hospi- 


comparatively small area are 
“operating under the same name. addi- 
there are all the x-ray departments 
under the designations RCN, 
RCAMC and RCAF, confusion would 
inevitable these thirty-seven hospi- 
tals and service units simply marked their 
plates St. Joseph’s Hospital, used 
service names. The individual usually 
inclined have his own problem upper- 
most his mind and assumes that every- 
one understands it. 

While figures numbers not lie, 
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when the human element introduced 
almost anything may happen cause con- 
fusion. The problem 
numerals one familiar most you. 
However, these numbers are valueless 
when numerals are omitted misplaced. 
some Departments through time the 
supply numbers becomes low through 
loss and usage. Frequently the figure 
has been trimmed with shears 
serve “7” when inverted. Sometimes 
the figure “7” has been used substitute 
for the numeral with makeshift 
cross bar. The same applies “9” and 
The use these lead numbers loses 
its value particularly when series 
gastric and other films spot films are 
taken. Many installations use white ink 
pencil, which easily erased, for mark- 
ing films. When large accumulation 
such films being examined and one 
more drops from envelope, may 
replaced the wrong envelope, with the 
result that possible ulcer-crater may 
shown series films for John Black 
rather than John Doe. Such error 
could lead surgical action the wrong 
patient. 

Recently several new methods num- 
bering have been introduced. urge that 
you select uniform method and that 
each installation the x-ray technician 
given control numbering this stand- 
ard method. 


Here are examples several methods 
now being used successfully some 
the larger hospitals, and while probably 
not new many the technicians 
present, suggested that you body 
give strong consideration selecting 
standard layout. 

Slides were then shown, description 
which follows: 

Exhibit “A” use prominent 
group radiologists, who have just set 
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large private x-ray clinic On- 
tario city. This follows the pattern the 
use lead numbers, but the possibility 
the usual slipping almost eliminated. 
use one the larger Quebec hospitals 
the perforation system, similar that 
used for names hat-bands leather 
goods. This has some very good features, 
but first glance appears rather 
slow. The firm manufacturing this per- 
forator, however, now makes them 
operate electrically save time. 


Many hospitals and x-ray clinics now 
use photographic equipment, which seems 
the answer most the problems; but 
with the use any equipment, recom- 
mended that your efforts bent towards 
standardizing layouts, placement and par- 
ticularly dating. illustrate, have 
brought some examples, the first which 
strongly commend you. 

Exhibit 

This particular exhibit identical 
the one which authorized the Armed 
Services. The significant factors are 
follows: 

The name the hospital unit appears 
the top line, the centre line containing 
the film serial number, followed the 
date. This date probably important 
the number and stressed that the 
abbreviation for the month used rather 
than the number the month. 

Exhibit 

second layout used the United 
States showing different method dat- 
ing. you are probably aware, the 
Americans when dating correspondence, 
place the month before the day, followed 
the year, for example, 10-5-52, the 
United States means 5th October, 1952, 
where Canada would 5-10-52. The 
system abbreviations for the month 
employed the Armed Services elimin- 


ates any error and this strongly recom- 
mended. 
Exhibit 
Exhibit “3” comparative example 
Canadian Civil Hospital method. 
NOTE: suggested that neither 
these successfully compares with 
Exhibit “1”, the method used 
the Armed Services Canada. 
Exhibit 
Exhibit “4” spot film with the num- 
ber the longitudinal part the film. 
Your attention invited the weakness 
this numbering which hardly dis- 
cernible with strong lighting and not 
all the naked eye. correction has 
been made with ink. 
Exhibit 
Exhibit “5” series two spot films 
which the film number quite read- 
able, but date given and the name 
the hospital x-ray clinic not shown. 
These two films were dropped out 
envelope person who had consid- 
erable number envelopes and films 
his hands, and were later found the 
floor and with the information shown, 
now prcatically impossible replace 
them where they should go. 
Exhibit 
well-known hospital. Although the date 
clear, film number shown and 
the name LALIBERTE, one 
used the telephone directory the city 
where this film was taken, one would 
undoubtedly find least ten fifteen 
the same name and initials listed. For- 
tunately with records available and con- 
siderable research, the Library 
were able identify the film. 
Exhibit 
Exhibit “7” shown demonstrate 
the necessity for exercising the greatest 
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care preparing films for radiographing. 
This what commonly known 
with numbering complete- 
obliterated. The condition the plate 
illustrative the disgraceful condition 
which valuable films are sometimes 
returned the Library after being loaned 
for short period. Frequently, those 
most interested reviewing films and 
requiring them most urgently are those 
who practically throw them into discard 
following review with consideration 
the fact that they may again required 
for the same another purpose. The 
appearance this torn and scratched 
film indicates usage that kind. 


Exhibit 

Exhibit “8’ very common 
occurrence films which arrive the 
Library. The skipping and jumbling 


the figures show how difficult 
decipher. 


Exhibit 

Exhibit “9” shows shortage lead 
numbers. Note the blank space which 
later discovered was left represent 
the figure zero. 
Exhibit 

Exhibit shows good numbering 
and dating. but the holder slipped only 


half the number appears and name 
place taken. This was caused care- 
lessness, otherwise, effort would have 
been made correct with white ink 
even pencil. 
Exhibit 


This film marked with x-ray film 
printer and may seen leaves nothing 
desired for clear, clean-cut letters. 
There plate slip and the location 
the marker the corner the film 
considered ideal removed from 
any part the diagnostic area. This par- 
ticular exhibit was 
through the kindness Mr. Hall 
the Ottawa Civic Hospital where now 
use. 

conclusion, suggested that your 
Association establish commitete study 
the standardization film markings. 
not mean the mechanics the tools 
with which this may done, but 
agreement specific layout and dating 
method used each member, 
short, Association emblem. These 
suggestions are offered consider the 
x-ray film most important medical 
document which should readable not 
only from diagnostic but from record 
point view. can any personal 
assistance liaison work this connec- 
tion, will glad help. 


KEEPING TOUCH 


Conducted the Editor 


PERRY, GERMAINE. From Herbert Reddy Memorial Hospital, Montreal, Royal Victoria Hospital, Ross Memorial 


Division. 


SAWCHUK, ELAINE. From Winnipeg General Hospital University Hospital, Edmonton. 


SHEA, MARY. Formerly Highland View Hospital, Amherst, N.S., now Mrs. Thos. Flood, and resides 


Lachine, P.Q. 


STRANGE-KLAASEN, MRS. RUTH. Has left Saskatchewan for Ontario. 
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L’Angiographie 
Par LOUISE BERGERON, R.T. 


ANGIOGRAPHIE 
depuis peu dans les 

canadiens. Cet examen est une 
étude radiologique des cavités cardiaques 
des grands vaisseaux sanguins, pendant 
leur opacification par une injection intra- 
veineuse solution radio-opaque. 


Cette méthode facilite diagnostic 
grande variété malformations 
congénitales acquises aussi bien que 
cancer des maladies infec- 
tieuses poumon. 


Cet examen fut découvert par 
mand Forssman. Les 
mais furent repris perfec- 
tionnés par Moniz-Carvalho-Lima qui 
Laquelle consistait une in- 
jection Soude 12%, dans 
veine pli coude. s’apercut 
que Soude provoquait 
malfaisantes chez les 
patients tels: une violente toux, des crises 
d’apnée, des alarmants 
comme cyanose, les vomissements. 
Cette substance radio-opaque parais- 
sant pas assez inoffenseives, elle fut aban- 
donnée. 


recherches, mettre point une 
technique plus rapide plus stre. 


préparation patient: 


Toute personne qui subit une angiocar- 
diographie passe premier lieu 
examen clinique sérieux, puis électro- 
cardiogramme, qui permettent Cardio- 
logue poser diagnostic qui guide 


annuelle des Techniciens en Rayons-X de la Province de 
Québec. 


24— 


désirés, let patient est descendu 
aux Rayons-X, sur une civiére avec son 
dossier. Puis installe 


nouvel appareil qui été construit 
pour nous faciliter tache, est une table 
longueur. Mobile, elle s’ajoute table 
fixe R.X. fil est relié 
par une prise courant spéciale. 
casier pouvant contenir cassettes 11x14, 
est situé en-dessous gauche. Sur 
surface lisse cette table, des lignes 
indiquent grandeur casier sur 
lequel centre thorax patient. Les 
radiographies prennent automatique- 
ment; presse bouton chaque 
déclic, une personne retire les cassettes 
fur mesure. Pour éviter les rayons 
pouces long, forme rectangulaire. 


Les mesures préliminaires sont 
nombre sept: 


lo. devrait s’assurer immédiate- 
ment par radiographique, 
patient. 

Les instruments nécessaires 
jection sont stérilisés. 

30. Diodrast les Solutions salines 
sont chauffés température corps. 

artérielle sont indiquées. 

Les petites seringues sont remplies 
Suprarénin, Diodrast 70% d’Ether. 

devrait administré s’il hypoten- 
sion artérielle allergie. 

7o. sensibilité patient Dio- 
drast est vérifiée. 


Suite 
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Angiography 
MISS LOUISE BERGERON, R.T. 
Notre Dame Hospital, Montreal 
Translated Jane Martin, R.T., Hamilton 


out for only short time Cana- 

dian hospitals. This examination 
the radiological study the chambers 
the heart and the great blood vessels 
during their opacification the intra- 
venous injection radio-opaque solu- 
tion. This method facilitates the diagnosis 
large variety abnormalities, con- 
genital acquired, and the study 
cancer and infectious diseases the lung. 


NGIOGRAPHY has been carried 


The examination was discovered the 
German, Forssman. The first attempts 
failed, but were repeated and perfected 
Moniz-Carvalho-Lima, who used Forss- 
man’s technique, which 12% sodium 
iodide was injected into vein the 
front the elbow. was soon found 
that the sodium iodide caused harmful 
reactions, violent cough, severe depres- 
sion respiration, and alarming symp- 
toms such cyanosis and vomiting. 
this radio-opaque substance was too 
dangerous its use was abandoned. With 
experience and new research faster and 
safer method has been adopted. 


Preparation the Patient: 


All persons who are have 
angiocardiograph have careful clinical 
examination first, then electrocardio- 
graph, that the cardiologist can form 
diagnosis guide him carrying out 
the angiocardiography. The patient 
brought the x-ray department 
stretcher, with his history, and the 
apparatus put place. 

The new device which has been con- 
structed facilitate our task table 


Presented the Eleventh Annual Meeting the Prov- 
ince Quebec Society X-Ray Technicians, May 10th, 
1952. 
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can attached the stationary x-ray 
table, while from wire leads 
special circuit the control stand. 
case which can hold six 11x14 cassettes 
fixed underneath the left. the 
surface the table white lines indicate 
the outline the case which one 
centres the patient’s chest. The radio- 
graphs are taken automatically; one 
presses the button and each click 
assistant withdraws the cassettes order. 
avoid secondary radiation rectangu- 
lar cone 18” long used. 


Seven Preliminary Steps: 


One should first take test radio- 
graph assure correct exposure factors 
and correct positioning the patient. 

The instruments required for the in- 
jection are sterilized. 

The Diodrast and saline solutions are 
warmed body temperature. 

The pulse and blood pressure are 
recorded. 

Small syringes are filled with the re- 
quired amounts novocaine, adrenaline, 
70% Diodrast, and ether. 

Three-tenths five-tenths cc. 
adrenalin should given there ar- 
terial hypotension allergy. 

The sensitivity the patient 
Diodrast tested. Even cases which 
are difficult diagnose, which there 
are anomalies the blood vessels, 
vascular tumors, 70% Diodrast always 
used, there other known medium. 


First Phase: 


tourniquet knotted tightly around 
the extended arm, and the principal vein 
Continued page 
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Méme dand les cas diagnostics dif- 
riciles d’anomalies dans les vaisseaux 
sanguins tumeurs vasculaires, 
Diodrast 70% est toujours employé 
parce n’y pas d’autres méthodes 
connues. 
lére phase 

tourniquet est serré étroitement sur 
bras étendu choisit veine prin- 
cipale coude. L’endroit pique est 
anasthésié avec Novocaine avant 
cision. L’aiguille est inséree dans veine 
aussi loin que possible; alors tourni- 
quet est relaché. est main- 
tenue place avec diachylon. 50cc 
Solution saline sont injectés rapide- 
ment par pour éviter 
déplacer, bras doit demeuré étendu. 

temps approximatif d’opacification 
monaire est deux secondes aprés 
jection celui ventricule gauche 
est six sept secondes aprés 

Aprés avoir expliqué patient qui 
produire, medecin donne signal 
commence prend alors 
une série rapide six radiographies pen- 
dant passage Diodrast dans les 
cavités les vaisseaux intéressés. 
temps circulation pendant prise 
des clichés est surveillé par technicienne 
moyen chronométre. Pour 
meilleurs résultats, durée 
doit pas excéder deux secondes 
faire moins d’une seconde une 
seconde demie. 

Chez les enfants, quantité Dio- 


drast injecter varie selon poids 
patient région que veut opacifier. 


Chez les adultes, quantité est toujours 
50cc. 


Les Positions 


L’antéro-postérieur donne généralement 
une meilleure vue veine cave 
supérieure, des racines pulmonaires, 
gauche conus pulmonaire. 

Ces différents organes sont étudiés 
profil dans latéral gauche, qui montre 
aussi son avantage tronc 
pulmonaire. L’oblique gauche, 
donne des vues coeur aortique, 
est nécessaire pour obtenir tracé fidéle 
des cavités cardiaques ainsi 
que pour une étude profitable des rela- 
tions intracardiaques. 


Les Facteurs 


Selon Robb Roussel, une plus grande 
pénétration plus mili-ampére seconde 
que dans radiographie ordinaire 
poumon, sont requis pour 
graphie qui demande bon contraste 
beaucoup détails. Comme régle, pour 
toute personne moyenne, kilovoltage 
milliampére seconde pourrait étre 
contraste détail satisfaisants 
sont obtenus avec une exposition 1/20 
pouces. 


doit prendre grand soin des films, 
technique chambre noire est essen- 
tielle: par exemple, temps dévelop- 
page température des acides comp- 
tent pour beaucoup. Les films doivent 
pleinement développés mais non 
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Continued from page 
the elbow located. The site punc- 


ture anaesthetized before the incision. 
The needle inserted the vein far 
possible, then the tourniquet released. 
The needle held place with adhesive. 
Fifty ccs. saline solution are injected 
rapidly through the needle; avoid dis- 
placing the needle the arm should remain 
extended. 


The approximate time opacification 
the right ventricle and the pulmonary 
artery two seconds after the injection, 
and that the left ventricle and aorta six 
seven seconds after. 


Second Phase: 


After having explained the patient 
exactly what going happen, the doc- 
tor gives signal and commences the 
injection. rapid series six radio- 
graphs then taken during the passage 
the Diodrast into the cavities vessels 
question. The time circulation 
during the taking the pictures 
measured. the technician with stop- 
watch. For the best results the duration 
the injection should not exceed two 
seconds, but should least one one 
and half seconds. 


For infants the quantity Diodrast 
injected varies according the weight 
the patient and the region opaci- 


| 
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Remit Dues Registrar before February 
and obtain listing Registry. 


Make sure your name the Registry this “International registered 


member good standing necessary that dues paid February 15th. 


fied. For adults the quantity always 
forty fifty ccs. 


The antero-posterior generally provides 
good view the superior vena cava, the 
pulmonary vessels, the left auricles, and 
the pulmonary conus. These different 
organs are shown profile the left 
lateral which also shows advantage the 
trunk the pulmonary artery. The left 
oblique, which shows aspects the heart 
and aortic arch, required show the 
true outline the cardiac chambers and 
the aorta, and provide profitable 
study the intracardiac relationships. 


Technical Factors: 


According Robb and Roussel, greater 
penetration and higher MAS than for 
ordinary radiograph the chest are re- 
quired for angiocardiography, which de- 
mands good contrast and greater detail. 
rule, for all average persons the 
can increased ten fifteen KV, and 
the MAS can doubled. Satisfactory 
contrast and detail can obtained with 
exposure 1/20 second, distance 
48” 60”. 


One should take great care with the 
films; good darkroom technique essen- 
tial. Exact time and temperature develop- 
ment must used. The films should 
fully developed, but not blackened. 


4 
4 
4 
J 
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The Myelogram and the Nurse 


NEVA HARLEY, R.N., R.T. 
Halifax Infirmary, Halifax, N.S. 


MYELOGRAM x-ray exam- 
ination the spine, made after the 


injection iodized oil sterile air 
into the spinal canal. Its purpose 
demonstrate any filling defect which 
might indicate tumor, protrusion 
intervertebral disc, other pathology 
causing pressure the spinal cord and 
nerve roots. 

this examination done fluoro- 
scopy and spot films, the Radiologist 
always present and looks after all the 
films. The Technician’s duty, other than 
passing cassettes, chiefly nursing ser- 
vice the patient and the surgeon. 
fact where there nurse employed 
the x-ray department, she the logical 
one assist with this procedure. 


Materials which should readiness 
before the examination are:. 


Surgeon’s gown, mask and gloves (if 
desired surgeon). 


Scrub-up set: Hand brush, soap, anti- 
septic hand solution (at wash basin). 
Sterile Spinal Tray containing: 

Spinal Needles, No. 18, 19, 20. 

Hypo Needle. 

Large bore needle No. 16. 

(All needles arranged gauze 
strip.) 

Two Syringes—one cc. and one 

Medicine Glass for skin disinfectant. 

Thumb-forceps. 

Small emesis basin. 

Dudabs (12’s)—4 

Two test-tubes with corks (num- 
bered No. 1—No. (for spinal 
fluid specimens: chlorides, protein, 
cell count). 

Spinal Sheet. 


Presented the 1952 Annual Meeting the Nova 
Scotia Division, C.S.R.T., May 15th, 1952. 


Sterile towel (for doctor’s hands after 

scrubbing). 

jar: supply local 
anaesthetic ampules; ampules Panto- 
paque. 

large pair forceps Lysol solu- 
tion, with which the nurse will handle the 
sterile goods. Bottle Tincture Meta- 
phen other skin disinfectant. 

Spotlight. 

Adjustable stool, for surgeon. 

The patient placed the fluoro- 
scopic table—it necessary reassure 
the patient, who may quite nervous, 
upset and fearful. While the doctor 
scrubbing his hands, the nurse will pos- 
ture the patient his side with knees 
drawn and head bowed order 
separate the veterbrae for spinal puncture. 
The doctor then paints the lower part 
the back with antiseptic and drapes with 
the spinal sheet, practising careful sterile 
technique. The opening the sheet 
usually over the third and fourth lumbar 
vertebrae. The nurse must assist every 
way possible, placing the spotlight 
illuminate the site puncture, and 
having the sterile tray convenient 
position. She will then the oppo- 
site side the fluoroscopic table and 
steady the patient’s knees and head 
maintain good position during the punc- 
ture procedure. 

After the spinal puncture and injection 
turn slowly and lie flat his face, brac- 
ing his feet against the foot stand. 
Shoulder braces are then adjusted the 
table; none are available, some strong 
person must present old the patient 
the table will eventually tipped 
Trendelenburg position. The Radiologist 


The Focal Spot, 1953, No. 


NEVA HARLEY, R.N., R.T. 


now commences the examination with 
fluoroscope and spot-films. The patient 
rotated from side side for the oblique 
views and the table tilted head and 
foot make the oil column move 
and down the canal. Spot films are made 
the various positions. When the 
patient turns, see that turns the way 
the Radiologist wishes, and turns gently, 
the needle still his back and 
could broken off. 


Assist the Radiologist passing cas- 
settes and placing them routine 
order protected place, that exposed 
and unexposed cassettes will not mixed 
together. There should marker 
“Left” “Right” the under-side 
important point. When the Radiologist 
has completed his examination, the 
surgeon will remove the oil far pos- 
sible—usually with the patient still 
prone position. Often this checked 
fluoroscopy see how much left. 
When the needle removed, small 
sterile dressing should secured over 
the puncture. 


The patient returned his room 
carriage, with instructions keep his 
head lowered for few hours. Severe 
headaches are apt occur otherwise. 
ways ask the doctor there are any 
further orders given the nurses 
the ward. the examination done 
couch the department for few hours 
before returning home. 

Other points for the comfort the 
patient are keep him warm but provide 
much fresh air possible—as all 
x-ray work—and, they are often 
nauseated, keep amesis basin and 
celluwipes hand. cold compress 
the forehead often helps the nervous 
patient. might also add that good 
psychology keep the tray with needles 
and syringes covered until the patient has 
been postured, most people have cer- 
tain fear “the needle.” Anything you 
can make this type patient com- 
fortable really appreciated ,as one 
who has probably been suffering severely 
and needs help and reassurance. 
combination technique, tact, and ten- 
derness the recipe for success. 


NOTICE HOTEL ROOM RESERVATIONS 


The Convention Committees regret that some difficulty has been experienced those applying for single 
room reservations the Royal York Hotel for the 1953 Convention. 


This difficulty has been occasioned the fact that limited number single rooms are available. 


possible for those attending arrange room reservation with friend, please so—and making 
double reservation, please send your friend’s name with your own, but, you are coming alone, for any 
reason your own, you specifically desire single accommodation, please send your request the general chair- 
man, whose address given below. Your request will receive immediate attention. 


MARY CAMERON, 


General Chairman, First International Convention, 


250 Main Street East, Hamilton, Ontario, Canada. 
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Magnification Technique 


RUSSELL MACQUEEN, R.T. 
Edmonton, Alberta 


briefly the advancement 

x-ray tubes over the past twenty- 
five years, and describe the magnifica- 
tion technique, using the latest type 
tube developed. 

the years 1900-1918, glass plates 
were used with the old gas type tube 
using focal spot. Then 4.2 
and 2.8 stationary anode tubes were 
developed. The power had de- 
creased about ma. which effected the 
detail the image. 

1929, the first rotating anode tube 
(the Philips Rotalix) was presented 
the medical profession, making the first 
1-2 focal spot available for relatively 
high tube loading, perhaps 100-150 mas 
focal spot, and making pos- 
sible use very short exposure 500 

Now new tube has been revised and 
the market having focal spot 
mm. which 1/9 the size the small- 
est focal spot available till this time. 

all ordinary techniques date, 
has been the objective the technician 
place the part x-rayed close 
the film possible obtain the maxi- 
mum detail. 

With this new tube possible 
utilize the bug bear old technicians and 
through distance obtain magnification. 
Due the fact that focal spot 
gives source x-rays close pos- 
sible point source, can obtain 
magnification without serious loss 
detail. 


The Physical Features the Tube: 
appearance and operation this tube 
similar ordinary rotating anode 


Presented at the Tenth Annual Convention, C.S.R.T., 
Calgary, Alberta, Sept. 4th, 1952. 


the tube can used for ordinary radio- 
graphic procedures, and has the added 
advantage very fine focal spot for 
magnification techniques. 


not always necessary use the 
bucky grid for examinations rela- 
tively heavy parts cut down the amount 
secondary radiation which would affect 
the film normal routine examinations. 
The secondary rays are absorbed the 
intervening air. Unfortunately this tube 
has one drawback, which should quite 
obvious from the foregoing—namely, the 
low milliamperage permissible due the 
fine focal spot. 


For all practical purposes the focal 
spot loading about 100 kv. 
However, these factors can considered 
almost continual loading, but course 
this imposes limitations the techni- 
free use the tube. 


our department, have made 
attempt use enlargement technique 
routine, but have used primarily 
means definite diagnosis, ques- 
tionable cases. 

the present stage development 
this tube accessories for use with are 
not commercially available. use 
table with two tops, the lower table top 
adjustable from 18” 20” below the 
one above. 


has been suggested that much 
easier and simpler method would 
have the tube mounted under the table 
and use the table with the spot film photo- 
timer. comparatively easy using the 
spot-film device centre the part 
exposed the screen, then move the spot- 
film device far from the part 
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examined possible; using light- 
weight cassette holder above the patient 
prone the table and centering with the 
aid small fluoroscopic screen. 


Summary: 


The advent the tube definitely 
places further tools the hands the 
profession which are still the process 
being developed. 

hard state this time, how 
great this advancement will be. 

There also the experimental stage 
vertical fluoroscopic incorporating this 


IM DETERMIpiNG ExposeRe 
FACTORS THE TOTAL Focus- 
“« FILM DISTANCE MUST BE OBSERVED. 


~ 
ia ~ 


AMOUNT OF ENLARGEMENT FOCUSSPART DISTANCE 
~ 


~ 
~ 


DISTANCE TECHNIQUE—This simple 
trates the relationship between focus-part distance and 
part-film distance for given degrees of enlargement. By 
deciding on the amount of enlargement required, a line 
may run from the chosen focus-part distance and the 
required part-film distance will given. This visible 
illustration the inverse square law applies area 
of radiation coverage with respect to changes in distances. 
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tube. The tube and screen are linked 
that the focal screen distance can 
varied will that examination 
the normal manner can made and en- 
largement obtained aid definite diag- 
nosis questionable cases. 


One word caution: Inasmuch, the 
accepted technique date would seem 
indicate shorter tube-skin distance care 
should taken guard against the pos- 
sibility over exposure the patient. 
Small cones should always used where 
possible. 


FOCUS 


NORMAL 
RADIOGRAPHIC 
ENLARGEMENT 


FOCUS-PART-FILM Geometrical 
X-ray source, object and placement film screen 
produces images of varying magnification. When focus 
object distance is 24 inches, the film must be placed 24 


inches from the object to produce a 2-times enlarge-nent. 


ENLARGEMENT 


ENLARGEMENT 


| 
48" 
| | L 


Felix George 


1891 1952 


the passing George 
Reason November 

1952, the Canadian Society 
Radiological Technicians lost another 
the stalwart group pioneers 


whom the present generation younger 
technicians owes much. 


George was born Chiswick, sub- 
urb London, England, 1891. 
the age was doing darkroom 
work the x-ray department the 
West London Hospital. year 
1910, came Canada and 
when the First War broke out 1914 
enlisted the 4th Battalion, reached 
the rank Sergeant and, meeting 
doctor used know the London 
hospital, transferred the R.C.A.M.C. 


and resumed x-ray work. 


his return Canada after the 
war. was the x-ray staff Christie Street Military Hospital and left there join the 
x-ray department the Toronto General Hospital under Dr. Richards, subsequently 
going the office Drs. Richards, Singleton and Hall the Medical Arts Building, 


Toronto. 


1935 the Ontario Society Radiographers was formed with Mr. Reason one 
the prime organizers and early presidents, and 1937 George was one committee 
three appointed with the objective organizing the Canadian Society. After five years 
arduous work the C.S.R.T. was formed 1942 with Mr. Reason Chairman the 


first Board Directors. 


George was born organizer and for years the arrangements for most the Ontario 
Society conventions, well for some the Dominion meetings, fell his able 
shoulders. Apart from society work his chief hobby was gardening and was member 
the Ontario Rose Society. 


Ten years ago received severe x-ray burns his hands, which necessitated several 
skin operations. The illness which ultimately caused his death was lengthy one with 
total duration sixteen months, although there were intervals when seemed possible 
that might recover and resume his normal life. 


His loss sad blow all who knew him and the officers and members the 
igin with Mrs. Reason mourning the passing one who was unstinting his efforts 


their 
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Journal the Canadian Society Radiological Technician: 
LESLIE CARTWRIGHT, R.T. 


EDITOR 


DECIDE ATTEND 


The arrangements for the First International Convention are described fully the follow- 
ing pages that very little can added this column. However the most elaborate preparations 
are futile they not benefit those for whom are prepared. feel, therefore, that the 
vital point emphasize here that all technicians right across the country who are all likely 
able attend should start their planning, both financial and operational, once. See your 
radiologist, arrange for your vacation, save syste natically, reserve your hotel room and actively 
participate the biggest radiographic convention which has ever been held Canada. You will 
regret you not and will some time before second opportunity this type available. 


MEDICAL JOURNALISTS’ CONFERENCE 


Your editor had the privilege recently attending Medical Journalists’ Conference, con- 
vened and planned Dr. Feasby, Editor the Ontario Medical Review, behalf the 
Ontario Medical Association and held the Academy Medicine Toronto. Some sixty 
seventy persons were present, representing the medical profession, the wholesale drug houses, 
equipment firms, advertising agencies, printers, reporters and editors. The morning session, de- 
voted particularly student editors from the universities, included Round Table conference 
and tour printing plant. 


the afternoon session Dr. Kelly, Deputy General Secretary the Canadian Medical 
Association, was chairman, and the first Forum consisted Dean Hughes, Ontario College 
Pharmacy; Mr. Morgan Peel, Ayerst, McKenna Harrison (Drugs); Dr. Warren, General 
Practitioner; Mr. Chitty, Cockfield Brown Co. (Advertising), and Dr. Clement McCulloch 
(Specialist). The subject was “The Presentation New Products the Medical Profession.” 
Each these gentlemen spoke from his own angle and general discussion followed. After 
recess the second Forum was convened with Dr. MacDermott, Editor, Canadian Medical 
Association Journal, chairman. The subject this was “Problems Canadian Medical 
Journalism.” “Design and Format” was ably dealt with Professor Wishart, Medical 
Art Department, University Toronto. Miss Wishart illustrated her talk with slides 
good and poor layouts both from typographical and illustrative standpoint. “The Use Eng- 
lish” was handled Mr. Secombe, President Current Publications Ltd. The speaker 
showed English vital, growing medium and one which should adapted changing times 
and conditions. Headaches” was dealt with Mr. Anderson, Murray Pub- 
lishing Co., Toronto, and struck familiar with the editors present. Carefully prepared, 
double-spaced copy with wide margins would save many these headaches for both editors and 
printers. Dr. Feasby, Editor the Ontario Medical Review, and organizer the Con- 
ference, spoke “Planning,” and Dr. Chase gave talk “News Gathering.” feel 
that this conference served valuable purpose step integrating the viewpoints the 
editors, medical reporters, printers, advertisers and commercial representatives who formed 
interested audience and hope will followed others. 


The Focal Spot, 1953, No. 


EDITORIAL COMMENT 


COMMISSIONED RANK GRANTED CANADIAN NAVAL RADIOGRAPHER 


The attention our readers drawn item appearing page four this issue. This 
reports what believe the first instance Canada, and perhaps North America, 
x-ray technician being promoted commissioned rank while retaining his duties radiographer. 
congratulate Sub-Lieut. Robert Jones and the Nova Scotia Division which was Vice- 
President 1951. 


ALBERTA DIVISION, PUBLISHES HANDBOOK ANATOMY 


have received copy the “Handbook Anatomy and Physiology for X-Ray Techni- 

cians” compiled Dr. Mallett Edmonton and published the Alberta Division the 
C.S.R.T. far know this the first book dealing with anatomy and physiology from the 
standpoint the x-ray technician. also the first book published the C.S.R.T. and not 
only most creditable production but book which technician can afford without; 
students will find their studies simplified and R.T.’s will find excellent book for rapid 
reference. Although brought down the essentials contains surprising amount easily 
assimilable information, from outline embryology onwards the complex functions the 
diverse systems the body. The osseous system is, course, dealt with very fully and each 
chapter concludes with glossary the words encountered that chapter 
profusely illustrated with clear line drawings and actually bargain $3.00 copy, plus 
mailing charge. the first printing small, and second printing will not embarked upon 
until warranted demand, recommend all who intend getting copy (actually this should 
the entire membership, they are wise) place their order once. suggested Miss 
Joan Graham, R.N., R.T., 540 Tegler Edmonton, Alberta, who attending the distri- 
bution the book, that mailing charges would cut members would order through their 
Provincial Secretaries where possible, that number books could shipped one time. 
Miss Graham also has set mimeographed notes for students, comprising 135 pages and con- 
sisting six sections—Introduction Radiography, Darkroom Procedures, Ethics, Protection, 
Radiography and Terapy, which form valuable instruction manual. These cost $2.60 for the set, 
plus mailing charge, and student technicians will find them great value. 


Focal Spot Awards 1952 


The Board Directors THE FOCAL SPOT pleased announce the names the winners the 
awards offered the Board Examiners for the best article Registered Technician and Student 
Member during the year 1952. These awards are for ariicles published for the first time THE FOCAL 
SPOT. which eliminates from competition some the articles published. 


$25.00 Prize for the best article R.T.: Charles Robb, R.T., Toronto General Hospital. for “Thy 
Army Foot which appeared Issue No. 33. 


$15.00 Prize for the best article Student Technician: Clare-Marie McGrath, St. Hospital, 
Saint John, N.B., for “The Carpal which appeared Issue No. 35. 


view the original presentation and also the fact that after tests number different technicians 
and method described really works and simplifies odontoid technic, the Directors THE FOCAL SPOT de- 
cided award consolation prize $10.00 Leonard Ludwig, R.T., Division Tuberculosis Contral, 
Victoria, B.C., for his article “The Odontoid Process”, Issue No. 36. 


Cheques are being mailed the successful authors and congratulate them upon their work. 


1953 ahead start working NOW that article you have been thinking writing and get 
into the Prize List January, 1954. 
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FIRST INTERNATIONAL CONVENTION 
X-RAY TECHNICIANS 


ANNUAL CONVENTION -C.S.R.T. 
25th ANNUAL CONVENTION 


Royal York Hotel, Toronto, Ontario, Canada 


June 28th through July 2nd, 1953 


GENERAL INFORMATION 


REGISTRATION—CONVENTION FOYER 


Sunday, June 28th, 1953 
Monday, June 29th, 1953 
Tuesday, June 30th, 1953 
Wednesday, July Ist, 1953 8.30 a.m.—5.00 p.m. 
Thursday, July 2nd, 1953 8.30 a.m.—5.00 p.m. 
Everyone who wishes participate Convention 
activities MUST register. 


9.30 a.m.—?.00 p.m. 
8.30 a.m.—5.00 p.m. 
8.30 a.m.—5.00 p.m. 


are required for all scientific and 
business sessions, and for all special functions. 


GROUP TICKETS—Tickets have been prepared special 
booklet form. Single tickets for special events must 
purchased hours advance. 


GENERAL ASSEMBLY—Convention Banquet Hall. 
Business Meeting, Banquet Hall. 
Business Meeting, Garden. 


EXHIBITS—Convention Foyer, Convention Floor. 


Hospitality Desk—Convention Foyer, Convention 

This desk will close proximity the Registra- 
tion desk, and will supervised the Hospitality 
Committee. There will someone duty all times 
answer queries concerning convention arrangements, 
taxi trips hospitals, shopping and pleasure facilities 


the City Toronto—in fact, provide any information 
desired. 


FELLOWSHIP ROOM, Convention 
Floor. 


Fellowship Room has been arranged the 
A.S.X.T. There will hostess charge this room 
all times, who will see that you meet friends, old 
and new, relax, and have coke. 


Mahoney, and through thec ourtesy the General 
Electric Company, X-Ray Department, and General 
tric X-Ray Corporation Limited, parlour has been 
arranged for the comfort and relaxation the 
Sister Technicians attending this Convention. 
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REFRESHER COURSES—Registration, Convention Floor. 
8.00 a.m. till 10.00 a.m. Daily 


X-Ray Physics 

Special Radiographic Techniques 

Bone Radiography the 
Entire Skelton 

Principles Radiographic 


BODLE, R.T. 
ROBB, R.T. 


McINTYRE, R.T. 


Exposure FUCHS, A.S.X.T. (Hon 
Course for Instructors Radiographic 

Radiography the Entire 

Spine STANISZEWSKI, R.T. 
Radiography the Gastro-Intestinal 


Radiography Children CARTWRIGHT, R.T. 


PRELIMINARY OUTLINE PROGRAM 
SUNDAY, JUNE 28th, 1953 


Information concerning hours worship the vari- 
ous churches may obtained from the Hospitality 
Desk, the Convention Floor, from the Informa- 
tion Desk, the hotel lebby. 

A.M. 
11.30—FELLOWSHIP BREAKFAST—Ballroom, 

1.30 Convention Floor. 

Sponsor—Chicago Society X-Ray Technicians. 

Sponberg, R.T., President, 
A.S.X.T. 

Grace—Sung Frank Weale, R.T., C.S.R.T. 
Accompanist—Mary Adkins, R.T., A.S.X.T. 

Greetings—Guillaume Gill, M.D., representative 
Canadian Association Radiologists 
C.S.R.T. 

Response—Ralph Willy, M.D., Convention Ad- 
visory Committee, A.S.X.T. 

Prayer—Sung Genevieve Eilert, R.T., 
A.S.X.T. 
Accompanist—Mary Adkins, R.T., A.S.X.T. 

LaCroix, M.D., Chairman, 
Radiological Advisory Committee. 

Roll Call—State and Provincial Societies. 


CONVENTION NEWS 


P.M. 
2.00—Program Assembly Hall—Convention Floor— 
4.30 Banquet Hall. 
Clarke, Chairman, Board Directors. 
International Panel Discussion— 
R.T., David Sage, R.T. 
members still appointed. 
5.00 Meeting Refresher Course Personnel—Room 
Convention Floor. 
8.30—ORGAN RECITAL—Concert Hall—Douglas Bodle, 
Assisted Benson 
Soprano. 


Guy, C.B.C. 


MONDAY, JUNE 29th, 1953 
A.M. 
7.15—Registration for Refresher Courses—Convention 
Foyer, Convention Floor. 
COURSES—Doors 
10.00 promptly 8.00 a.m. 
Parlours and Convention Floor. 
Private Dining Rooms 10, and the 
Library the Main Mezzanine Floor. 
A.S.X.T. and C.S.R.T. Courses will held 
both floors. Information location pro- 
vided Registration Desk. 


closed 


MORNING SESSION 


General Assembly—Banquet Hall, Convention 


Floor. 
10.15—-OPENING SESSION. 


National Anthems—Assembly singing (God Save 
the Queen, Star Spangled Banner), led 
Geneveive Eilert, A.S.X.T.; Frank Weale, 

Accompanist—Mary Adkins, R.T., A.S.X.T. 

Invocation—Toronto Clergyman. 

Cal! Order—Percival Hunt, R.T., President, 
C.S.R.T.; Esther Sponberg, President, 

Greetings—City Toronto—Mayor. 

Greetings—Toronto Academy Medicine. 

Greetings—On behalf Canadian Association 
Radiologists, Guillaume Gill, M.D., repre- 
sentative C.A.R. C.S.R.T. 

Greetings—James M.D., Trustee, 
American Registry X-Ray Technicians. 


Greetings Medical Association 
President. 

Greetings Ontario Medical Association 

Greetings—Mary F. Cameron, R.T., General 


President. 

Chairman, 1953 International Convention. 
Response—W. Raymond R.T., Co-Chair- 

man, 1953 International Convention. 
BUSINESS 
Banquet Hall, Convention Floor. 
First business session both groups will held 
together order that all may hear the addresses 
both presidents this First International 
Convention. 


Presidents’ Address—Esther Sponberg, 
Percival Hunt, C.S.R.T. 


Appointment Committees. 
Committee Reports. 
All business sessions are open guests. 


P.M. 
Convention 
Floor. 
Honoring—American Society X-Ray 
Technicians. 
Sponsor—Ontario Society Radiographers. 
Ontario Society Radiographers. 
Speaker—A. Singleton, M.D., Professor 
Radiology, University Toronto, Director 
Radiology, Toronto General Hospital. 


AFTERNOON SESSION 
P.M 


1.45 
Hall Convention Floor. 
Four Papers—Second and Third Award Essays, 
C.S.R.T. and A.S.X.T. 
Minute Recess 
Four Further Manuscripts. 


EVENING ENTERTAINMENT 


SUPPER—Convention Floor. 
Our Hosts—The Picker X-Ray Corporation and 
Picker X-Ray Canada Limited. 


TUESDAY, JUNE 30th, 1953 
7.15—Refresher Course Registration Desks Open—Con- 
vention Foyer, Convention Floor. 
A.S.X.T. and C.S.R.T. Courses Convention and 
Main Mezzanine Floors. 
8.00— 
10.00 Refresher Courses. 


MORNING SESSION 


MEETING—A.S.X.T.—Banquet 
Convention Floor. 
Second Session. 
Committee Reports. 
General Business. 


10.15—BUSINESS Garden— 
Second Session. 


LUNCHEON—Ballroom, Convention Floor. 

Honoring—Sister 

Sponsors—The Quebec Society X-Ray Techni- 
cians, The Nova Scotia Society Radiologists, 
The New Brunswick Society X-Ray Techni- 
cians. 


Hall, 


12.15 


Chairman—To announced. 

Speaker—To announced. 

Immediately following this luncheon, the Sister 
Technicians attending the convention will 
taken conducted tour Casa Loma, 
guests the Ferranti Electric Limited and West- 
inghouse Electrical International Comoany. 
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CONVENTION NEWS 


AFTERNOON SESSION 


P.M. 
2.00 Convention Floor. 
Eight manuscripts will presented during this 
session. 


EVENING ENTERTAINMENT 


9.00 DANCING—An evening dancing has been 
arranged Casa Loma, the dream castle 
Sir Henry Pellatt. This castle is, part, 
museum, yet possesses the finest facilities for 
dancing Toronto’s most beautiful location. 

Orchestra and Entertainment. 

Refreshments are available sma!l under- 
ground cafe. 

For this complete evening entertainment, 
inclusive transportation, will guests 
the General Electric X-Ray Corporation and 
General Electric X-Ray Ltd. Canada. 


WEDNESDAY, JULY Ist, 1953, 


A.M. 
Refresher Course Registration Desks Open—Con- 
vention Foyer, Convention Floor. 
A.S.X.T. and C.S.R.T. Courses Convention and 
Mezzanine Floors. 
8.00— 
10.00 REFRESHER COURSES. 


MORNING SESSION 


10.15 BUSINESS Hall, 
Convention Floor. 
Third Session. 
Nominating Committee. 
Report Convention City Committee. 
General Business. 
Third Session. 
Garden. 
Hall, Convention Floor.. 
Honoring—The Radiological Advisory Committee 
and The Registry Board. 
Sponsors—The New York Society X-Ray Tech- 
nicians Inc. 
Chairman—To announced. 
Speaker—To announced. 


AFTERNOON SESSION 
P.M. 
Hall, Convention Floor. 
2.15—WELCH MEMORIAL LECTURE— 
Petrie, M.D., Director, Department 
Radiology, St. Joseph’s Hospital, Saint John, 
New Brunswick. 
Award Essay. 
Further Papers. 


EVENING ENTERTAINMENT 


8.30 TRAVEL MOVIES—Ballroom, Convention Floor. 
Ruth Jaffke, R.T., A.S.X.T. 


1952 A.S.X.T. Convention Movie—By courtesy 


the Eastman Kodak Co. Ltd. and Canadian 
Kodak Ltd. 
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THURSDAY, JULY 2nd, 1953 


7.15 Refresher Course Registration Desks Open—On 
Convention Foyer, Convention Floor. 
A.S.X.T. and Courses Convention and 
Main Mezzanine Floors. 


MORNING SESSION 


10.15 BUSINESS MEETING—A.S.X.T.—Banquet Hall, 
Convention Floor. 
Fourth Session. 
Election Officers. 
Selection Convention City for 1955. 
Announcements. 
10.15 BUSINESS Garden— 
Fourth Session. 


12.15 Convention Floor. 
Honoring—Canadian Society Radiological 


Technicians. 
Sponsors—American Society X-Ray Techni- 
cians. 


Chairman—To announced. 

Speaker—To announced. 

Thursday, July 2nd, will the date Judging 
Radiographic Exhibits. The committee 
judges will follows: 
Chairman—Carleton Pierce, M.D., Director, 

Dept. Radiology, Royal Victoria Hospital, 
Montreal, 


AFTERNOON SESSION 
P.M. 


1.45—ASSEMBLY—Banquet Hall, Convention Floor. 


4.00 Jerman Memorial Lectures— 
Lecturer announced. 
Award Essay. 
Further Manuscripts. 


EVENING ENTERTAINMENT 
P.M. 
6.30 COCKTAIL HOUR—Ballroom, Convention Floor. 
Our DuPont Nemours Co. Inc., 
and Canadian Industries Limited. 


7.15 BANQUET—Concert Hall. 
Honoring—American Society X-Ray Techni- 
cians its 25th Anniversary. 
Sponsors—Canadian Society Radiological 
Technicians. 
C.S.R.T. 
Toastmaster—William Stirling, R.T., C.S.R.T. 
Speaker—To announced. 
Induction Officers. 
Favours suitable the occasion this banquet 
are provided through the courtesy Ferranti 
International Company. 
9.30 DANCING. 
Orchestra and light refreshments are being 
arranged through the courtesy our hosts, 
X-Ray and Radium Industries Limited, Toronto. 


n 
| 
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CONVENTION NEWS 
NOTICE SISTER TECHNICIANS ATTENDING 1953 CONVENTION 


Every possible arrangement being made for your comfort while Toronto the Sisters’ Housing Com- 
mittee, the Chairman which SISTER CARMELA, R.T., CHIEF TECHNICIAN, ST. MICHAEL’S HOSPITAL, TORONTO. 


letter will reach you shortly from Sister Carmela who anxious receive your requests for reservations 
just early possible. 


would like draw your attention three items interest our programme which have been especially 
planned for the Sister Technicians who are able attend this Convention. 


(1) Through the courtesy the General Electric Company X-Ray Department and General Electric X-Ray Corpora- 
tion Limited, and memorial the late Harold Mahoney, parlour has been arranged for the comfort 
and relaxation the Sister Technicians attending this Convention. 


(2) Luncheon being arranged Tuesday, June 30th, honoring the Sister Technicians attending the Conven- 
tion. This luncheon will sponsored the Quebec Society X-Ray Technicians, the Nova Scotia Society 
Radiographers and the New Brunswick Society X-Ray Technicians. 


(3) Immediately following this Luncheon, the Sister Technicians will taken Conducted Tour Casa Loma, 
the dream castle Sir Henry Pellatt. This Castle is, part, Museum and sisuated most 
beautiful location. 


this tour the Sister Technicians will guests the Ferranti Electric Limited and Westinghouse Electric 
International Company. 


trust you will make every effort attend and enjoy our hospitality. 


ITINERARY POST-CONVENTION SAGUENAY TOUR 


There are still openings for those who desire take the post-convention tour the St. Lawrence and 
Saguenay Rivers. order that you may know the expense this complete tour, the itinerary given 


ITINERARY RATES 
Ist Day: Leave Toronto rail 10.30 p.m. Rail: Toronto Montreal return $24.05 
2nd Day: Arrive Montreal 7.30 a.m. Lower berth 4.00 
Sightseeing, etc. Stendard class. 
Leave Montreal Steamer 6.45 p.m. Tour, taxi, 2.50 
3rd Day: Arrive Quebec 5.30 a.m. meals Montreal (about) 3.50 
2-hour stop, time for sightseeing Transportation, meals, berth ordinary room, 
tour. Montreal the Saguenay and and return 65.00 
Leave Quebec 7.30 a.m. Sightseeing Quebec 1.10 
Brief visit famous summer re- (N.B. desired: private room with toilet may 
sorts, Manoir Murray had ship for $5.00 extra; room 
Bay and Hotel Tadoussac, train for $1.50 extra per person. 


Tadoussac, and tie Montreal 1.00 
Bagotville. Seat, Montreal Toronto 2.10 
4th Day: Leave 6.00 a.m. Luncheon train 2.50 
Sail down the Saguenay day- 
light. 
5th Day: Arrive Montreal 7.00 a.m. $105.75 
Transfer Central Station, train GRATUITIES NOT INCLUDED 
leaves Montreal for Toronto 9.15 a.m. 
Arrive Toronto 5.25 p.m. Please send applications to: 


MARY CAMERON, R.T., 
General Chairman, First International Convention, 


250 Main Street East, Hamilton, Ontario, Canada. 
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Conducted the Editor 


DR. DESMOND BURKE, D.M.R. 


Dr. Desmond Burke, 
D.M.R., Chairman, Ad- 
visory Committee, First 
International Convention, 
A.S.X.T.-C.S.R.T., 1953. 

Lt.-Col. Burke, 
M.D., Chief 
Radiologist Sunny- 
brook Hospital and Chair- 
man the Radiological 
Committee the 1953 
Convention, has had 
particular interest the 
technical aspects radio- 
graphy for many years. 
After returning from scholarship course 
Engineering the study Medicine Queen’s 
University, and after postgraduate studies 
surgery, Dr. Burke became interested 
Radiology the course his surgical practice. 
became keenly interested the technical and 
diagnostic sides this specialty and gradually 
became involved Radiology that became 
his whole practice. 


Further study many centres Europe 
impressed him with the importance the tech- 
nical side Radiology. With this background 
engineering, surgery and radiology, and be- 
cause his inquiring and logical methods 
investigation, many the techniques now car- 
ried out his Department and taught the 
University Toronto Extension Course 
Radiography, which Director, are im- 
portant and impressive variations from routine. 


Training Radiographers, both for the Army 
and civilian hospitals, has been one his tasks. 
Under his direction, movies have been made 
Sunnybrook Hospital illustrating his unique but 
entirely logical techniques for the radiography 
the Lumbar Spine and the Cervical Spine. 
Both these movies have received world-wide 
acclaim. 


his hours away from Radiography, Dr. 
Burke has carried his skill and logic the top 
his hobby. master marksman, has won 
most the important rifle matches the British 
Empire. 1952, became the first man ever 
win the King’s Medal, the King’s prize 
Bisley and the Governor-General’s Medal. The 
first has won eight times, the second won 
the age nineteen, the last won shooting 
the rain achieving score 174 out 175— 
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score which has been equalled once before 
but never excelled. 


Characteristically, this field well, Dr. 
Burke educator. has written one 
the best marksmanship manuals available. 
this book, one can see that applies the method 
observation, criticism, investigation and 
logical conclusion the art shooting well 
Radiology. 


Anyone who discusses any phase Radio- 
graphy from “Density” the “Inverse Square 
Law” from fluoroscopy stereoscopy, can- 
not but impressed his command all the 
technical details. better Chairman for our 
Radiological Committee would difficult 
find. 


MARY CAMERON, R.T. 


Mary Cameron, 
General Chairman, 
First International Con- 
vention, 
C.S.R.T., 1953. 


Mary Cameron was 
born and educated the 
Province Ontario. Her 
earlier 
training was_ received 
M.B., surgeon and radiol- 
ogist, and upon 
sequent six year period 
residence San Antonio, 
Texas, her training was continued with Dr. 
Hamilton there. Her studies were con- 
tinued through Extension Courses the Uni- 
versity Toronto, also the Technical 
Institute, Toronto. Mrs. Cameron was one 
the group organize and promote the Ontario 
Society Radiographers and the Canadian 
Society Radiological Technicians. She well 
known the members the American Society 
X-Ray Technicans through the medium 
her Refresher Courses presented 1949 and 
1951 conventions. the time the 
1953 convention session, Mrs. Cameron wiil 
experiencing her 25th year chief technician 
the McGregor Clinic, Hamilton, Ontario. 


Her hobbies: people, music and golf. 


present the First International Convention 
her daily menu. 


RAYMOND 
Raymond 


R.T., Co-Chairman, 
First International Con- 
vention, A.S.X.T.-C.S. 

R.T., 1953. 


the field radiography 
from that medical 
photography 1942. His 
training was taken 
Glen Lake Sanatorium, 
Oak Terrace, Minnesota, 
where now employed 
chief technician. 

elective and appointive offices the Twin Cities 
Society X-Ray Technicians and the Minne- 
sota Society X-Ray Technicians. Prepara- 
tions for the 1948 A.S.X.T. convention 
Minneapolis, Minnesota, were under his super- 
vision general convention chairman. this 
convention was elected the presidency 
the A.S.X.T., and subsequently spent three years 
the Executive Committee. During this same 
period, while the by-laws the national society 
and affiliated societies were being revised, 
acted chairman the Resolutions and 
By-laws Committee. 

1952 Mr. MacInnis was appointed the 
Board Trustees the American Registry 
X-Ray Technicians for two year term, begin- 
ning July ist, 1952. sense, this completed 
circle, since aided Alfred Greene the 
office Executive Secretary the A.S.X.T. 
for several years, even before entering the techni- 
cal phase of. radiography. 

When time permits, and the spirit moves him, 
indulges the pastime remodelling the 
MacInnis home the shore Lake Minne- 
tonka; his former hobby, photography, has taken 
back seat recent years. course, nice 
weather the hammer and saw are promptly 
dropped favor swimming, fishing and boat- 
ing the lake. 

Mr. has always been very willing 
worker the A.S.X.T. When anyone needs 
advice, they call for Ray, and you will always 
find him willing and very helpful. are indeed 
very pleased that co-chairman for the joint 
meeting Toronto. 


SISTER CARMELLA, R.T. 

Carmella, 
C.S.J., Reg.N., Chair- 
man the Committee 
charge Housing for 
Sister Technicians for our 
First International Con- 
vention X-Ray Techni- 


cians from June 28th 
July 3rd, 1953. 
Sister Carmella’s inter- 
est x-ray technology 
began June 1917 when 


she attended course 
lectures given the late 
Professor Jerman. Since 
that time Sister has been engaged x-ray work 


WHO’S WHO THE C.S.R.T. 


St. Michael’s Hospital, Toronto. 

Sister Technicians desiring accommodation 
for our First International Convention may 
communicate with Sister Carmella the fol- 
lowing address: Rev. Sister Carmella, Dept. 


Radiology, St. Michael’s Hospital, Toronto, 
Ontario. 


EMMA SMITH, R.T. 


Emma Smith, R.T., 
Committee. 

After graduation from 
high school, Miss Smith 
entered the Philadelphia 
General Hospital 
February, 1945, study 
x-ray technology under 
the direction Bernard 
Widman, M.D., de- 
partment director. Miss 
Smith was employed 
Hahnemann 
Philadelphia, x-ray 
technician upon completion her x-ray training. 
She worked Hahnemann until 1948. this 
time she went work private radiologist’s 
office. 1951 she returned Hahnemann 
staff technician and instructor anatomy. She 
still holds this position. 

Miss Smith joined the Philadelphia Society 
X-Ray Technicians 1942, was certified the 
American Registry 1947 and joined the 
American Society X-Ray Technicians the 
same year. She was secretary the Phila- 
delphia Society 1948 and 1949, served 
secretary-treasurer the Mid-Eastern Confer- 
ence during its organization and initial meeting 
1949, and served president the Mid- 
Eastern Conference from November 1950 
November 1952. 


Miss Smith has been very active the local, 
state and national societies. She was chairman 
the registration committee for the 1951 meet- 
ing the American Society X-Ray Techni- 
cians and now serving chairman the 
program committee. 


JANE MARTIN, 


Jane Martin, R.T., 
Canadian Chairman, 
Refresher Course Com- 
mittee, 

Miss 
cian McGregor Clinic, 
Hamilton, Ontario, was 
born Hamilton, edu- 
cated there and To- 
ronto. She received her 
x-ray training under the 
excellent 
Mary Cameron, R.T., 
passing her Canadian ex- 
aminations 1946, her 
American Registry examinations 1947. 


The Focal Spot, 1953, No. 


CONVENTION NEWS 


Miss Martin has served the executive 
the Ontario Society Radiographers Focal 
Spot sub-editor, secretary-treasurer, president- 
elect, and now again secretary-treasurer. She 
has written, presented and had published, techni- 
cal articles various subject. Her hobbies 
include music, golf, theatre, and books. 


ANNE HAYWARD, 


Miss Anne Hayward, 
R.T., Registrar for Re- 
fresher Courses. 


Miss Hayward began 
her career school 
teacher, and through the 
influence brilliant 
brother who was training 
Medicine, decided 
take radiography 
her interest. She took 
her training 
graphy the Toronto 
General Hospital, later 
attending Extension 
Courses the University Toronto and the 
Toronto Technical School. Miss Hayward has 
been valuel employee the Radiological De- 
partment the Hamilton General Hospital and 
has worked both diagnostic 
therapy departments there for the past ten years. 
Gifted with lovely voice, Miss Hayward’s 
chief hobby has been music. 


CHAS. ROBB, R.T. 


Charles Robb, R.T., De- 
partment Radiology, 
Toronto General Hospi- 
tal, Chairman Finance 
Committee. 

Charles was born 
Glasgow, Scotland, and 
came Toronto, Canada, 
the age two years. 
Attended Toronto public, 
high and technical 
schools. 
training 1933 the De- 
partment Radiology, 
Toronto General Hospi- 
tal, under the late Dr. Richards, and 
the present time employed the same depart- 
ment, under Dr. Singleton. 


Has had experience all fields radio- 
graphy (industrial excepted), including operating 
room, and developed sterile cassette holder 
which permits placing the film the sterile 
field during operation. Assisted Mr. 
Hurst organize x-ray teams radiograph 
the “Noronic” fire victims for identification 
purposes. 
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Lecturer for the University Toronto course 
Radiography. present, Assistant Chief 
Radiographer, Department Radiology, To- 
ronto General Hospital. 


LOUIS STANISZEWSKI, R.T. 


Department 
Radiology, 
Memorial Hospital, To- 
ronto, Chairman, Ex- 
hibit Committee. 


Mr. Staniszewski was 
educated Toronto, en- 
listed the Royal Cana- 
dian Army Medical Corps 
1943 and received his 
x-ray training the To- 
ronto General Hospital. 
Canadian military hospi- 
tals England, Belgium and Germany. Re- 
turning Canada 1946 joined the staff 
Christie Street Military Hospital and since 
1948 has been Sunnybrook Memorial Hospi- 
tal. instructor for the University 
Toronto Extension Course Radiography. 
the business manager The Focal Spot. Mar- 
ried 1944, Lou has son and daughter. His 
hobbies are photography, hunting and fishing. 


LIDKIE, R.T. 


Chairman Properties 
Committee. 


Ed. was born and edu- 
cated Toronto. 
started his x-ray career 
the industrial 
1942. After enlisting 
with the R.C.A.F. 
received his medical 
training the Toronto 
General Hospital under 
served several R.C.A.F. 
hospitals throughout Can- 
ada. After being discharged 1946 joined 
the staff the Toronto General Hospital; 
later moved the Toronto Western 
Hospital. 1950 was appointed Chief 
Technician. instructor for the Uni- 
versity Toronto Extension Course Radio- 
graphy. 


Married 1945, Ed. has three children. His 
spare time spent gardening and painting 
around his new home the suburbs. 


PRINCIPLES RADIOGRAPHIC 
EXPOSURE 
INSTRUCTOR: ARTHUR FUCHS, A.S.X.T. (HON.) 

Arthur Fuchs’ career radiography began 
during World War when attended the School 
Military Roentgenology Cornell Medical School, 
from which went France with X-Ray Unit No. 
Following the war became chief technician the 
late Dr. Percy Brown, St. Luke’s Hospital, New York 
City. 

1927 Mr. Fuchs joined Medical Division 
and Supervisor, Medical Technical 
Service. was editor and Clin- 
ical from its inception until 1941, and 
responsible for the publication FUNDAMENTALS 
RADIOGRAPHY and many other 
papers radiography. 

During World War II, Chief the X-Ray Section, 
School for Medical Department Technicians, Army 
Medical Center, hundreds x-ray technicians were 
trained. this work the optimum kilovoltage 
theory radiographic technic was developed and 
taught. became the exposure guide for use with 
Army field apparatus. 

The A.S.X.T. made Mr. Fuchs Honorary Member 
1938; was chosen the Jerman Memorial Lec- 
turer for 1950. Fellow the Biological 
Photographic Association (1946), Colonel the 
Medical Service Corps, Reserve, and Consultant 
Radiology the Veterans Administration. 

the majority technicians Mr. Fuchs needs 
introduction. This course recommended all 
technicians who wish improve the quality 
their radiographic work increased knowledge 
the principles exposure. 

INSTRUCTOR: ARTHUR FUCHS, R.T., (HON.), 
Rochester, New York 

The diagnostic radiograph should exhibit essential 
anatomical details the body part examined. 
satisfy this requirement, basic knowledge the 
principles radiographic exposure necessary. This 
series four lectures will explain 
manner, the influence the exposure factors the 
production the radiographic image. abundance 
radiographic evidence will presented. 


FIRST SESSION 
MONDAY, JUNE 29th, 1953 
8.00 a.m. 10.00 a.m. 
Characteristics x-ray film and its exposure 
response. 
Formation latent image. 
Production silver image. 
SECOND SESSION 
TUESDAY, JUNE 30th, 1953 
8.00 a.m. 10.00 a.m. 
X-ray absorption body the average thick- 
ness range. 
Radiographic density and contrast 
kilovoltage; secondary radiation fog. 
THIRD SESSION 
WEDNESDAY, JULY Ist, 1953 
8.00 a.m. 10.00 a.m. 
Radiographic density influenced 
distance and MAS. 


FOURTH SESSION 
THURSDAY, JULY 2nd, 1953 
8.00 a.m. 10.00 a.m. 
Application the principles radiographic expo- 
sure the formulation standardized factors. 


COURSE FOR INSTRUCTORS 
RADIOGRAPHIC TECHNIQUE 


INSTRUCTOR: RICHARD OLDEN, A.S.X.T. 


Mr. Richard Olden received his technical training 
the Army Medical Center Washington, D.C., 
the School X-Ray Technology, and was 
graduated December, 1936. was then assigned 
Station Hospital, Fort Jay, New York, Chief 
Technician. 

discharge from the U.S. Army 1938 Mr. 
Olden accepted position Meadowbrook Hospital, 
Hempstead, New York. was recalled active 
duty with the U.S. Army February, 1941, and was 
instructor surgical technique for three years. 
attended Officer Candidate School Carlisle Bar- 
racks, Pennsylvania, and was commissioned 
Second Lieutenant, Medical Administrative Corps, 
1945. was transferred the Phillipine Islands 
for duty and was discharged from service Decem- 
ber, 1945. Mr. Olden returned his position 
Meadowbrook Hospital Chief Technician and 
January, 1948, accepted his present position Chief 
Technician the Department Radiology the 
Johns Hopkins Hospital, Baltimore, Maryland. 

Mr. Olden was certified The American Registry 
X-Ray Technicians 1938 and became member 
The American Society X-Ray Technicians 
1948. Past Editor and President the Nassau- 
Suffolk Society X-Ray Technicians. was Gen- 
eral Convention Chairman for the second Mid-Eastern 
Conference X-Ray Technicians 1950, past 
Secretary, Editor, and President the Maryland 
Society X-Ray Technicians. Mr. Olden member 
the Executive Committee the Maryland Society 
X-Ray Technicians and 1951-52 Chairman the 
Education Committee The American Society. 
First Vice-President The American Society for the 
current year, 1952-53. has published two articles 
THE X-RAY TECHNICIAN, one “Preventive 
Maintenance” and the other “Radiologic Trouble 
Shooting.” 

With Mr. years training, and his experi- 
ence instructor, well qualified present 
this interesting series lectures. whole-heartedly 
recommend this course all who desire improve 
their teaching standards. 

INSTRUCTOR: RICHARD OLDEN, R.T., 

Baltimore, Maryland. 


FIRST SESSION 
MONDAY, JUNE 29th, 1953 
8.00 a.m. 10.00 a.m. 


(A) PLANNING TRAINING PROGRAM 

Lesson plan. 

Sequence subjects. 

Minimum hours required each subject. 


Ub Wn — 
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REFRESHER COURSES 


(B) PLANNING TRAINING 


Methods of. 
Time available. 
Place 
Best hours. 
SECOND SESSION 
TUESDAY, JUNE 30th, 1953 
8.00 a.m. 10.00 a.m. 
(A) FORMS AND RECORDS PERTINENT TO STUDENT 
TRAINING 
Application form. 
Master record form. 
Efficiency report. 
Schedule for classes. 
Miscellaneous forms. 
(B) TEACHERS SYLLABUS 
Material covered each subject. 
Forma and types examinations. 


THIRD SESSION 
WEDNESDAY, JULY Ist, 1953 
8.00 a.m. 10.00 a.m. 
(A) PUBLIC SPEAKING 

Preparing paper. 

Preparing lecture. 

Outline follow. 

Pitfalls speech communication. 

Helpful hints speech communication. 
(B) USE VARIOUS TYPES LECTURES 
Lecture. 

Conference. 

Demonstration. 

Group performance. 
Coach and pupil. 


FOURTH SESSION 
THURSDAY, JULY 2nd, 1953 
8.00 a.m. 10.00 a.m. 
(A) USE TRAINING AIDS 
Size training aids. 
Blackboard. 
Charts. 
X-ray films. 
Lantern slides. 


Wn — 
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Film strips. 
Motion pictures. 
Component equipment required for each. 
OBTAINING TRAINING AID 
MATERIAL 
List sources. 
Procedure obtaining. 
Time allow for procurement. 


RADIOGRAPHY THE GASTRO- 
INTESTINAL TRACT 
INSTRUCTOR: EDWARD A.S.X.T. 


Edward Foegelle was born Yorktown, Texas, 
November 1914. After graduating from York- 
town High School attended Coyne Electrica 
School. 

entered upon his x-ray career when joined 
the U.S. Army 1932. studied X-Ray Tech 
nology the Army Medical School Washington, 
D.C., and later was charge department personne! 
the Station Hospital Fort Sam Houston, Texas. 
1935 Mr. Foegelle became associated with the 
General Electric Corporation, serving the capacity 
Sales and Service Engineer and Technical Advisor 
for the territory covered. 
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Since October, 1946, has been Chief Technician 
the Scott and White Clinic, and the Scott and 
White Memorial Hospitals Temple, Texas. 

July 15, 1949, Mr. Foegelle was certified 
The American Registry X-Ray Technicians, and 
became member The American Society X-Ray 
Technicians August 15, 1949. active 
member both The Texas Society X-Ray Tech- 
nicians and The American Society X-Ray Tech- 
nicians. was president the Texas Society 

member the Educational Committee 
The American Society. 

Mr. Foegelle has presented several technica! 
papers before the Texas Society. achieved the 
honor being the first Texan win the N.E.M.A. 
Award. the American Society Convention 
Columbus, Ohio, won first prize his 
entitled “Colon Radiography: Special Emphasis 
Double Contrast 

This comprehensive course The Gastro-Intestina 
Tract highly recommended technicians who wish 
learn the latest and best methods the broad 
field gastro-intestinal radiography. 

INSTRUCTOR: EDWARD FOEGELLE, A.S.X.T., 

Temple, Texas 
FIRST SESSION 
MONDAY, JUNE 29th, 1953 
8.00 a.m. 10.00 a.m. 
THE ESOPHAGUS, STOMACH, AND DUODENUM 

(a) Anatomy. 

(b) Opaque media and patient preparation. 

(c) Positioning the patient. 

(d) The diagnostic value the radiograph the 

radiologist. 

(e) Radiographic technic. 


SECOND SESSION 
TUESDAY, JUNE 30th, 1953 
8.00 a.m. 10.00 a.m. 
THE GALL BLADDER AND SMALL BOWEL 
(a) Anatomy. 
(b) Opaque media and patient preparation. 
(c) Accessory items pertinent the examination. 
(d) Positioning the patient. 


(e) The diagnostic value the radiograph the 


radiologist. 
(f) Radiographic technic. 
THIRD SESSION 
WEDNESDAY, JULY Ist, 1953 
8.00 a.m. 10.00 a.m. 
THE COLON, PART 
(a) Anatomy. 


(b) Opaque media; its administration, temperature, 


etc. 


(c) Accessory items pertinent the colon examination. 
(d) Types colon examination and advantages 


each. 


FOURTH SESSION 
THURSDAY, JULY 2nd, 1953 
8.00 a.m. 10.00 a.m. 
THE COLON, PART 
(a) Preparation the patient. 
(b) What expected the technician during 
fluoroscopy. 
Positioning the patient. 
(d) Radiographic technic. 
(e) The Radiograph. 
(f) Questions and answers. 


L 
] 
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The course presented will include the entire digestive 
tract which radiographed with opaque media. Basic 
fundamentals the gastro-intestinal tract, well 
the advanced procedures will studied. intended 
for all technicians: those new the field radio- 
graphy, and those advanced. make the course 
complete lantern slides, diagrams, accessory items, and 
roentgenograms will used. 


BONE RADIOGRAPHY THE ENTIRE 
SKELETON 


INSTRUCTOR: HOWARD A.S.X.T. 

Mr. Howard received his elementary 
education Philadelphia and Collingsdale, Penn- 
sylvania, and Upper Darby High School. 
received his training x-ray technology Jeffer- 
Medical College and Hospital, Philadelphia, 
and Electrical X-Ray Physics Philadelphia General 
Hospital. also took course Medical Photog- 
raphy the Eastman Kodak Company, Rochester, 
New York. 

Mr. was certified The American 
Registry X-Ray Technicians June, and 
was accepted The American Society X-Ray 
Technicians May, 1943. past president 
the Philadelphia Society X-Ray Technicians and 
Editor the Philadelphia Society Bulletin 
Central 

During World War Mr. was technical 
advisor England General Hospital, Atlantic City, 
New Jersey. has also served Chief Tech- 
nician and Instructor Jefferson Hospital; Chief 
Technician and Instructor the University Penn- 
sylvania Hospital; and now located the 
Hospital, Philadelphia, with 
Percival, M.D., and Willis Manges, M.D., 
Radiologists. 

Mr. studied pipe organ and serves 
organist one the Philadelphia churches. 

Mr. experience instructor and 
technician, coupled with his continuous research 
the subject bone radiography, eminently qualifies 
him teach this almost inexhaustible subject. All 
special and reversal positionings known date will 
demonstrated addition routine positions, 
making this very valuable course for all technicians 
who bone radiography. 

While stationed England General Hospital, Mr. 
made suggestion for special dark room 
to service the operating rooms in emergency cases. 
By putting this suggestion into operation it was 
possible have the radiograph ready for inspection 
the surgeon 1.5 minutes, with the aid special 
solutions. Mr. holds letter commenda- 
tion from the Surgeon General. This method was 
instituted many Army installations 
the country. 

INSTRUCTOR: HOWARD McINTYRE, 
Philadelphia, Pennsylvania. 
FIRST SESSION 
MONDAY, JUNE 29th, 1953 
8.00 a.m. 10.00 a.m. 
DISCUSSION: 

(a) The importance correct position. 

(b) Various means immobilization. 

(c) Comfort patient. 

(d) Importance having patient “at ease.” 


REFRESHER COURSES 


UPPER EXTREMITIES: 

(a) Hand, all bones. 

(b) Wrist joint. 

(c) Forearm. 

(d) Elbow joint. 

(e) Routine and special positions. 
LOWER EXTREMITIES: 

(a) Foot, all bones, including special positioning for 

club foot. 

(b) Ankle joint. 

(c) Lower leg. 

(d) Knee joint, patella. 

(e) Femur. 

(f) Routine and special positions. 

SECOND SESSION 
TUESDAY, JUNE 30th, 1953 
8.00 a.m. 10.00 a.m. 

(a) Upper humerus. 

(b) Shoulder joint. 

(c) Clavicle. 

(d) Sterno-clavicular joint. 


(e) Routine positions reversal 
positions. 
HIP JOINT 
(a) Femur, upper third. 
(b) Hip joint. 


(c) Neck femur. 

(d) Entire femur. 

(e) Routine and special positions. 

THIRD SESSION 
WEDNESDAY, JULY Ist, 1953 
8.00 a.m. 10.00 a.m. 
PELVIC GIRDLE: 
(a) Pelvis. 
(b) Sacro-iliac. 
SPINE: 

(a) 

(b) Cervical—2 

Thoracic. 

(d) Lumbar. 

(e) Sacrum. 

(f) Sacrum. 

(g) Coccyx. 

(h) Routine and special positions. 

THORAX: 
(a) Ribs. 
(b) Sternum. 
FOURTH SESSION 
THURSDAY, JULY 2nd, 1953 
8.00 a.m. 10.00 a.m. 
SKULL: 

(a) Cranial bones. 

(b) Pituitary fossa. 

Facial bones. 

(d) Nasal bones. 

MANDIBLE: 

(a) Mandible. 

(b) Temporo-mandibular joints. 

(c) Routine, special, and reversal positions. 

Students this time will given opportunity 
place the subject position about which they 
would like further discussion. 

QUESTIONS AND ANSWERS. CLOSING REMARKS. 

NOTE: radiographic table and tube stand with all 
accessories will used that actual demonstration 
positions may made, with films illustrate the 
end results. 
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PHYSICS RADIOLOGY 
INSTRUCTOR: CLAUDE BODLE, C.S.R.T. 


Claude Bodle was born Bedford, England, 
where received his early education. came 
Canada youth and 1916 graduated 
Pharmacy from the University Manitoba. For 
the next three years served the Canadian 
Army Medical Corps France (World War 

returning Canada the late Dr. McMillan, 
with whom Mr. Bodle had served over- 
seas, persuaded him enter x-ray technical work 
under his direction, and still serving the 
same department chief technician with Drs. 
Macpherson, Childe and associated group 
radiologists. 

October, 1920, the request the late Dr. 
Ed. Jerman, Mr. Bodle went Chicago 
meeting held for the purpose organizing the 
American Society Radiological Technicians (later 
become the A.S.X.T.). served various 
committees and 1933 was elected president. 

was one the group who helped organize 
the Canadian Society, and was elected president 
the first annual general meeting held Toronto 
September, 1943. For several years was the 
technician member the Board Examiners the 
C.S.R.T. and was elected Life Member. 

1951 Mr. Bodle was given Honorary Member- 
ship the British Society Radiographers. 

With Mr. Bodle’s years experience the field 
radiography well qualified present this 
course, and recommend all technicians who 
desire increase their knowledge the field 
physics. 

Winnipeg, Manitoba 
elementary survey the basic principles x-ray 
physics and radioactivity for technicians. 
FIRST SESSION 
MONDAY, JUNE 29th, 1953 
8.00 a.m. 10.00 a.m. 
(1) Lecture and discussion period covering briefly the 


historical background leading the discovery 


x-rays and radioactivity. 

The nature and production x-rays. 

SECOND SESSION 
TUESDAY, JUNE 30th, 1953 
8.00 a.m. 10.00 a.m. 

(2) The application basic physical principles 
the technique radiography and therapy. 

NOTE: These first two periods intended primarily for 
student technicians, but will also serve review 
for more experienced technicians. 


THIRD SESSIONS 
WEDNESDAY, JULY Ist, 1953 
8.00 a.m. 10.00 a.m. 

and The structure matter and elementary 
review radioactive elements; nuclear energy; radio- 
active isotopes, with brief description the Cobalt 
Therapy Unit and its radiation. 


FOURTH SESSION 
THURSDAY, JULY 2nd, 1953 
8.00 a.m. 10.00 a.m. 

Wednesday. 

Each period will illustrated with number 
and other material pertinent the 
subjects under discussion. 
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REFRESHER COURSES 


RADIOGRAPHY THE ENTIRE SPINE 
INSTRUCTOR: LOUIS 
R.T., C.S.R.T. 

Mr. Louis Staniszewski received his education 
Toronto, Ontario. 1943 enlisted the 
Royal Canadian Army Medical Corps and was posted 
the Toronto General Hospital for x-ray training. 
served various Canadian Military Hospitals 
England, Belgium, and Germany. his return 
Carada 1946 joined the staff The Depart- 
ment Christie Street Military Hospital. 
Here worked under the direction Dr. 
Burke, eminent Canadian Radiologist, and world 
famous rifle shot. 

Since 1948 Mr. Staniszewski has been 
staff the X-Ray Deportment Sunnybrook 
Memorial Hospital Toronto. was associated 
with Dr. Burke the production the instructional 
film the Cervical Spine” which has 
been widely circulated Canada and the United 
States. 

Mr. Staniszewski has presented papers 
Ontario Society Radiographers Conventions. 
became member the Ontario Society 1949 
and received his R.T. and became member 
Canadian Society Radiological Technicians 
1949. the present time the business manager 
THE FOCAL SPOT, journal C.S.R.T. For the past 
three years instructor radiography for 
the University Toronto, extension course 
Radiography. 

With his years training and experience 
field radiography, Mr. Staniszewski well quali 
fied present this course covering every phase 
radiography the spine. you have problems 
you will given opportunity find the solution, 
end all known methods this broad field will 
discussed, 

INSTRUCTOR: LOUIS STANISZEWSKI, R.T., 

Toronto, Ontario 
FIRST SESSION 
MONDAY, JUNE 29th, 1953 
8.00 a.m. 10.00 a.m. 
Anatomy the Cervical Spine. 
Moving picture, sound and 
THE CERVICAL SPINE.” 
Discussion moving picture. 
SECOND SESSION 
TUESDAY, JUNE 30th, 1953 
8.00 a.m. 10.00 a.m. 
Cervical Spine. 
Discussion radiographs the Cervical Spine. 
THIRD SESSION 
WEDNESDAY, JULY Ist, 1953 
8.00 a.m. 10.00 a.m. 
Anatomy the Dorsal and Lumbar Spines. 
Dorsal Spine. 
Discussion radiographs the Dorsal Spine. 
FOURTH SESSION 
THURSDAY, JULY 2nd, 1953 
8.00 a.m. 10.00 a.m. 
Moving picture, sound colour, “RADIOGRAPHY 

THE LUMBAR SPINE.” 

Demonstration positioning the radiography 
the Lumbar Spine. 
Discussion radiographs the Lumbar Spine. 

mobile x-ray unit will used facilitate the 
demonstration the various positions. The discus- 
sions will supplemented the use slides. 
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REFRESHER COURSES 


SPECIALIZED TECHNIQUES 
RADIOGRAPHY 


INSTRUCTOR: CHARLES ROBB, R.T., C.S.R.T. 


Charles Robb 
ind came t 


was born Glasgow, Scotland, 
Toronto the age two. attended 


Toronto public, high, and technical schools. 

Mr. | began his x-ray training in 1933 at 
General Hospital, under the late 
Rich M.D., and still the same 
Dep Radiology, now serving under 
M.D. doing general radiographic 


work including operating room procedures. 

the present time Mr. Robb Assistant the 
ief Radiographer Toronto General Hospital. 

well qualified teach this interesting 
ind comprehensive course and recommend 
all technicians who desire learn the latest 
best procedures the field 

INSTRUCTOR: CHARLES ROBB, R.T., C.S.R.T., 

Toronto, Ontario 


FIRST SESSION 
MONDAY, JUNE 29th, 1953 
8.00 a.m. 10.00 a.m. 


Ventriculograms. 
SECOND SESSION 
TUESDAY, JUNE 30th, 1953 
8.00 a.m. 10.00 a.m. 

Sialography. 

Venography. 


THIRD SESSION 
WEDNESDAY, JULY 1953 
8.00 a.m. 10.00 a.m. 
The use special apparatus for standardization 
positioning. 
FOURTH SESSION 
THURSDAY, JULY 2nd, 1953 
8.00 a.m. 10.00 a.m. 
Laminography. 
Intraocular foreign bodies. 


RADIOGRAPHY CHILDREN 


INSTRUCTOR: LESLIE CARTWRIGHT. C.S.R.T. 
Leslie Cartwright, Editer THE FOCAL SPOT, 


Canadian Army Medical Corps from 


served the 


101 19) +4} nk of 


dischar 

Cart accepted the position radiographer 
The for Sick Children, Toronto. The staff 
that time consisted radiologist, technician, and 


clerk. 

1935 Mr. Cartwright was granted Fellowship 
the Ontario Society Radiographers. was 
the Executive Committee The Ontario 
was Sectional Chairman 1939, 
1940 and President the Ontario Society 
member the Examining Board 1942-43; 
member the Educational Committee 1942-43; 
Co-Editor 1942-43; and 
Editor THE FOCAL SPOT since its inception 1944. 


Socieiy 1938-40. 


Mr. Cartwright instructor radiography 
for the University Toronto Extension 
Course and has served this capacity since 1949. 

Mr. Cartwright was given Honorary Mem- 
bership the British Society Radiographers. 

With his years experience this interesting 
Cartwright well qualified present 
great privilege include this important 
highly recommended all technicians 
have problems.” 


INSTRUCTOR: LESLIE CARTWRIGHT, R.T., C.S.R.T., 
Toronto, Ontario 


FIRST SESSION 
MONDAY, JUNE 29th, 1953 
8.00 a.m. 10.00 a.m. 
Psychology patient. 
Psychology technician. 
Age groups. 
Un-co-operative patients. 
Exposure speed groups. 
Skeletal structure. 


SECOND SESSION 


TUESDAY, JUNE 30th, 
Conditions peculiar children. 
Protection. 

Methods for Radiography of: 
(a) Extremities. 

(b) Skulls, sinuses, mastoids, etc. 
(c) Ventriculograms, Encepholograms. 

(d) Cerebral Arteriograms. 


1953 


THIRD SESSION 


WEDNESDAY, JULY Ist, 1953 
8.00 a.m. 10.00 a.m. 
Methods for Radiography of: 
(a) Spine. 
(b) Scoliosis. 
(c) Pelvis: Congenital dislocation hip; Legg Perthes 
Disease, etc. 
(d) Imperforate anus. 
(e) Abdomen. 
(g) Pyelograms, Retrograde. 
(h) Cystograms. 
(i) Oesophageal atresia. 
Oesophageal stricture. 
Tannic acid for barium enemas. 


FOURTH SESSION 


THURSDAY, JULY 2nd, 1953 
8.00 a.m. 10.00 a.m. 
Methods for radiography of: 
(a) Clavicles. 
(b) Chests. 
(c) Hearts. 
(d) Orthoroentgenograms. 
(e) Angiograms. 
(f) Tomography. 
“Gadgets.” 
Exposure tables. 


About one hundred Kodachrome slides will used 
illustrate the material referred the lectures. 
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THE FOCAL SPOT 


There’s viewer just right for you! 


CIRCLINE the best illuminator DUOLINE lighter, less expen- EXPLOSION-PROOF for operating 
for general use. Named for the fa- sive unit, with excellent illu- rooms. Stainless steel throughout 
mous GE Circline Lamp that furnishes mination from two straight General and, like the other GE illuminators 
its top-notch, uniform illumination, Electric fluorescent lamps. shown, approved. 


4-IN-1 lets you view four 
14” 17” films simultane- 
ously with uni- 
form lighting. desired, only 
one two panels can 
lighted. 


Yes, builds illuminators every type. addi- 
tion the four shown here, you can choose from 


single-framé and stereo viewers You can put your confidence 


and 10” single and orthostereoscopic viewers... 

High-Intensity viewers ... dental viewers. For 
General Electric X-Ray Corporation, Limited 

Montreal, Toronto, Vancouver, Winnipeg. 


ELECTRIC 
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Results November 1952 Exams 


Successful Candidates are Eligible for Registration. 


ALBERTA 

Miss Joyce Burger 

Miss Mabel Ellen Hagen 
Mr. Harry Theodore Hardin 
Miss Jean Hardy 

Mr. Boris Kanuka 

Mrs. Dora Kowalsky 

Miss Jean McDonald 

Miss Mary Frances MacDonald 
Miss Morrison 
Miss Ruth Elizabeth Solowan 


BRITISH COLUMBIA 


Miss Ella Caroline Brayer 
Mrs. Gwendolyne Drage 
Miss Kathleen Ewart 

Miss Cecilia Gerwin 

Mrs. Dora Greenwood 

Miss Edythe Haack 

Mr. Wilfrid James Hooper 
Miss Blanche Bernice Jarton 
Miss Elizabeth Madill 
Miss Muriel Martin 

Mr. Emerson Saulter 

Sr. Therese-de-la-Providence 
Miss Jeanne Teresa Ungaro 


MANITOBA 

Mr. Edwin Ross Bailey 

Miss Marguerite Best 

Miss Rilla Brown 

Miss Rosalie Fox 

Mrs. Janet Noreen Groves 
Miss Berthe Marie Monchamp 
Miss Elaine Anastasia Sawchuk 
Miss Mary Schroeder 


NEW BRUNSWICK 


Miss Carol Jean Alexander 
Miss Barbara Ann Hickey 
Miss Shirley Anne 
Miss Clare-Marie McGrath 
Sr. Edwild Mallet 

Sr. Estelle Martin 

Miss Joan Meinert 


NOVA SCOTIA 


Mr. George Daine 

Miss Mary Demers 

Miss Emily Edstrom 

Mr. Amiable Henry Fougere 
Miss Joan MacDougall 

Miss Irene Potter 


ONTARIO 


Mr. Edward Carpen 

Miss Gwenith Campbell 

Miss Margery Clark 

Miss Dorothy-Joyce Connolly 
Miss Mary Lou Creally 

Miss Lucille Desnoyers 

Miss Edna Ruth Dobson 
Miss Marion Duke 

Miss Barbara Dunworth 
Miss June Fraser 

Miss Kittie Mary Geale 

Miss Margaret Donna Johnston 
Mr. Bronislaw Josef Kisiel 
Mr. David Ross Laidlaw 
Miss Patricia Long 

Mr. James Lowthian 


Miss Mona McKay 

Miss Erma Martens 

Mrs. Shirley Mills 

Mr. John Morrison 

Miss Marion Nokes 

Miss Elizabeth Parkinson 
Sr. Ann Patrice 

Mr. Ronald Pratt 

Mr. David Rowe 

Mrs. Jean Marrie Sernasie 


QUEBEC 


Miss Elsie Mary Mahon 
Miss Suzanne Magnan 
Miss Vita Edith Carson 
Sr. Estelle Delisle 

Miss Eunice Goodman 
Miss Pauline Cloutier 
Miss Hughette Paquette 
Sr. Madeleine Desfosses 
Miss Chantal Garon 
Miss Nancy Patricia Jones 
Sr. Aline Jutras, s.g.m. 
Miss Patricia Gilmour 
Miss Anita Gagnon 
Miss Madeleine Magnan 


SASKATCHEWAN 


Miss Marjory Broatch 

Mr. Charles Bruce 

Miss Donna Gene Cathcart 
Miss Justina Fink 

Miss Gale Freeland 

Mr. Donald Sokalofsky 

Miss Adeline Strand 


REFRESHER COURSE ENROL MENT BLANK 


Please mail this blank, with $5.00 for single course, Beatrice Hurley, R.T., Registrar, St. Catherine 
Hospital, East Chicago, Indiana (prior June 15). After June 15, blank and fees may mailed Miss Hurley 
the Royal York Hotel, Toronto, Ontario, Canada. 

urge you indicate first and second choice, classes will limited. 

Please make checks payable THE AMERICAN X-RAY TECHNICIANS. 

Courses are offered for beginning well advanced technicians. 


X-RAY PHYSICS. 
Bodle, R.T., C.S.R.T. 


Check here 


SPECIALIZED TECHNIQUES RADIOGRAPHY. 
Charles Robb, R.T., C.S.R.T. 
RADIOGRAPHY THE ENTIRE SPINE. 
Staniszewski, R.T., C.S.R.T. 
RADIOGRAPHY CHILDREN. 
Leslie Cartwright, R.T., 
PRINCIPLES RADIOGRAPHIC EXPOSURE. 
Arthur Fuchs, A.S.X.T. (Hon.) 
RADIOGRAPHY THE GASTRO-INTESTINAL TRACT. 
Edward Foegelle, R.T., A.S.X.T. 
COURSE FOR INSTRUCTORS RADIOGRAPHIC TECHNIQUE. 
Richard Olden, R.T., A.S.X.T. 
BONE RADIOGRAPHY THE ENTIRE SKELETON. 
Howard Mcintyre, R.T., A.S.X.T. 
TIME CLASSES: 8.00 A.M. 10.00 A.M., Monday through Thursday. 


Name (?) 


ATTENTION: sure that your address complete and that your name clearly written printed you 


wish appear your certificate. 
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A.S.X.T. (?) C.S.R.T. (?) 


MANITOBA DIVISION 
C.S.R.T. 


MANITOBA DIVISION, C.S.R.T. 


The Manitoba Division held its first meeting 
the season the evening October 
28th the Mount Carmel Clinic. very lucid 
report the Calgary Convention was presented 
our official delegate, Mrs. Kay Coulson. 
point the C.S.R.T. Registrar’s Annual Report 
was emphasized; this having reference pay- 
ment dues before February 15th. future 
dues received later than this date will not 
forwarded the Registrar our Local Secre- 
tary-Treasurer until November. Mr. Desmond 
Butler, having recently attended the A.S.X.T. 
Convention Chicago, presented interesting 
outline that event. 


The passing away two prominent figures 
the radiographic realm, Mr. Percy Ghent and 
Mr. Mahoney, was mentioned with deep 
sympathy. The members were reminded that 
the appointment the Executive must made 


prior the 1953 Convention. The question 


expenditure toward social events was submitted. 
Ideas and suggestions are asked for how 
much, what percentage, the Society should 
contribute toward the cost social functions. 


the evening November 18th most en- 
joyable meeting was held St. Boniface Hos- 
pital. The result the election officers was 
follows: President, Miss Margaret Kreitz, 
R.T., St. Boniface Hospital; Vice-President, Mr. 
Lyall Davidson, R.T., Children’s Hospital; Sec- 
retary-treasurer, Miss Virginia Aukland, R.T., 
Dr. McPherson’s Office; Recording Secretary, 
Miss Olive Gundrum, R.T., Winnipeg General 
Hospital (re-elected). The best wishes are 
extended the newly elected officers and ample 
co-operation expected for our new leaders. 
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NEWS ITEMS FROM THE PROVINCES 


Miss Mina Stewart, Director for the Manitoba 
Division, presented some notes the C.S.R.T. 
considerable interest. Following the business 
session two vocal solos and some skits were pre- 
sented. The vocalists were Mrs. MacNumer, 
accompanied Mr. Debonaire and Mr. Albert 
Pepin, who was accompanied Mrs. Coyle. 
Their selections were greatly enjoyed and 
hoped that they will soon appear again. The 
three skits were presented technicians from 
the Winnipeg General Hospital, the Misericordia 
Hospital and St. Boniface Hospital. The skits 
were humorous presentations experiences 
the daily life x-ray technicians and created 
much amusement. hoped that this feature 
will continue and contributions from others 
will welcomed. The evening concluded with 
delicious coffee, doughnuts and cake, generously 
provided the St. Boniface folks. 


The December meeting was cancelled due 
the proximity Christmas. 


The First International Convention will 
held Toronto from June 28th July 3rd, 
1953. Substantial awards are being given for 
papers and for exhibits. order make this 
success expected that members from all 
parts Canada will participate. Hence 
should all get busy and try our hand some- 
thing. Some you may think you cannot 
anything; nevertheless you should try—you may 
surprise yourself! Furthermore not only are 
exhibits and papers necessary but 
attendance “must.” hoped that now 
the Yuletide season has passed everyone will 
save their pennies that they may have dollars 
take them Toronto next June. You will 
gest and best Convention have ever had. 


Congratulations are extended all the suc- 
cessful candidates the November C.S.R.T. 
examinations. 


Miss Rilla Brown now member the 
R.C.A.F. She stationed Saint John, N.B. 

Miss Elaine Sawchuck has left the Winnipeg 
General Hospital and now the University 
Hospital Edmonton. Best wishes both 
these members. 


GAFKA, 
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SASKATCHEWAN DIVISION 
C.S.R.T. 


The following program was started October, 
1952, for the Fall and Winter Season. 


Weekly meetings for students and technicians 
the Providence and General Hospitals 
Moose Jaw will held the Providence Hos- 
pital each Friday evening p.m. 


Subjects: Ethics for the X-Ray Technician. 
Radiotherapy, Dunn, M.D. Termin- 
ology and Nomenclature. 
Physiology, Sister Rosaire, 
X-Ray Physics and Electrical Concepts, 
Witherly, General Electric X-Ray Corporation. 
Technical Procedures, Johnston, R.T. 


these classes each student assigned 
topic for study and presentation future 
meeting. teach learn twice,” feel 
that this procedure gives the student greater 
insight into the problems involved and degree 
confidence and poise appearing before the 
public. Because the students to-day may 
the officers our Society the future, 
hope trespass the good nature our good 
friend Percy Hunt, President the 
general and the C.S.R.T. particular. 


—SISTER MARY ROSAIRE, R.T. 
—S. JOHNSTON, R.T. 


SASKATOON SECTION 


With the old year coming end, find 
ourselves hoping that the New Year will bring 
renewed interest the meetings and activities 
our local branch. 


The first meeting this season was held 
the Saskatoon Sanatorium November 12th 
with Miss Hazel Hellem presiding. Attendance 
was poor but the few who attended gathered 
great deal information well enjoying 
themselves thoroughly. Mr. Ken MacKenzie 
General Electric X-Ray Corporation presented 
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paper “Photo-Timing.” general discussion 
followed this talk. Then Miss Hazel Helem, 
our Branch President, spoke “Planograms.” 


The meeting adjourned with the serving 
delicious lunch. 


final event 1952, very enjoyable 
evening was held the Saskatoon Boat 
Club December 17th. Miss Dohmes and fel- 
low technicians the MacDonell and Spencer 
Clinic were responsible for the wonderful success 
the evening, and our whole-hearted thanks 
them. 


Due the poor attendance our November 
meeting, our Branch Officers for the coming 
season have not been elected. elections 
will take place, however, our January 
meeting. 


behalf all fellow technicians the 
Saskatchewan Division, wish extend all 
other Provincial Divisions the C.S.R.T. our 


hearty good wishes for success and happiness 


the coming year. 


Congratulations the following successful 
candidates the November C.S.R.T. examina- 
tions: 


Miss Freeland and Miss Strand, Victoria 
Hospital, Prince Albert; Miss Fink and 
Broatch, Grey Nuns Hospital, Regina; Miss 
Cathcart, General Hospital, Regina; Mr. 
Sokalofski, City Hospital, Saskatoon, and Mr. 
Bruce, Weyburn Mental Hospital. 


KEEPING TOUCH 


Miss Hauser, formerly student Moose 
Jaw General Hospital, Sask., now employed 
the Swift Current Union Hospital, Swift 
Current, Sask. 


Miss McDougall now 
charge the Swift Current Union Hospital, 
Swift Current, Sask. 


Miss Freeland has left Victoria Hospital 
take new duties the Melfort Union 
Hospital, Melfort, Sask. 


Rev. Sr. Marcella now the St. Joseph’s 
Hospital Macklin, Sask., and Miss German 
St. Boniface has returned Saskatchewan 
and has taken new duties the Notre Dame 
Hospital North Battleford, Sask. 
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Welcome Saskatchewan Miss Mon- 
champ from Manitoba. 


Mrs. Ruth Strange-Klaasen has left our 
province for Ontario. 


REGINA SECTION 


With Christmas drawing near, the Regina 
Branch find themselves the position re- 
viewing the activities the past two monthly 
meetings, and the contemplation the approach- 
ing Annual Christmas Party. 


The October meeting saw good representa- 
tion the x-ray population Regina and 
Moose Jaw, though means 100% attend- 
ance. 


This meeting, largely business nature, 
consisted mainly the Delegate’s report from 
the C.S.R.T. Convention, followed discussion 
the Reciprocal Agreement, the Teachers’ 
Syllabus, and Dr. Mallet’s Anatomy Textbook. 
The new Executive follows: Mr. Jas. Con- 
nell, President; Mr. Borys, Vice-President; 
and Miss Schmidt, Secretary-Treasurer. 


November 1952, very good turnout 
members was realized, and special welcomes 
were expresed the appearance Mr. Ken 
Newell and Mr. Mel Brown who have been 
absent from our group for some while. Mr. 
Brown’s group students, now training under 
the Combined Training Course, were also very 
pleasantly welcome, though was unfortunate 
they had leave early because examinations 
the following day. 


The Program Committee’s plans went largely 
astray when the projector for the group discus- 
sion period broke down, “breaking up” the dis- 
cussion period. The Question Box session was 
very interesting though, and with the short 
business period and discussion during the lovely 
lunch provided the Medical Arts Clinic, 
very successful evening came close. 


And for 1952 with the exception the 
Annual Christmas Party, another successful 
year—and this Christmas Party popular 
previous year’s parties, may say another 
successful year without exception. 


—C. JOHNSON, R.T., 
Sub-Editor. 
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NEWS ITEMS FROM THE PROVINCES 


TECHNICIANS WANTED 


Required for bed hospital—X-Ray and 
Lab. Technician—combined position. Town 
pop. 2500, completely modern, new curling rink, 
skating arena and swimming pool, main line 
Calgary. Starting salary $190.00 plus full main- 
tenance. New nurses’ residence. Apply Matron, 
Hanna Municipal Hospital, Hanna, Alberta. 


Registered Technician required the Chil- 
dren’s Memorial Hospital, Montreal. Salary and 
other details request. Apply Dr. Dunbar. 


Rings and Lapel Pins 


LADY’S SPLIT SHANK 
Laprs STYLE RING 

karat yellow gold $14.50 karat yellow gold $12.00 

Sterling silver Sterling silver 


LAPEL PINS AND 


GENT’S STYLE RINGS BUTTONS 
karat heavy yel- Lady’s style pin with 
low gold ..... $18.75 safety clasp ...... $2.00 
Heavy Sterling style lapel but- 


MADE 


Johnson-Hutchinson Ltd. 


JEWELLERS 
“The Perfect Diamond 
286 Portage Avenue Winnipeg, Manitoba 


Members wishing purchase either C.S.R.T. Lapel 
Pins or Rings should now first apply to the Society Regis- 
trar, Mrs. Mina Stewart, R.T., General Hospital, Win- 
nipeg, Manitoba, for purchase authorization certificate. 
This certificate, together with a money order covering 
cost purchase (please make small allowance for post- 
age, etc.) should sent direct the jewellers: 

Please note that the cost the Lapel Pins now two 
dollars ($2.00) instead of the former two dollars and fifty 
cents ($2.50). 
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probably already heard 
the “one-minute” Picker-Polaroid radiograph. 
Introduced little over year ago, this dramatic development 

was fmmediately accepted the Armed Services which requisitioned 
the entire output for military needs. Ever since, have been struggling 
increase production the point where parallel civilian needs 

could least partly met. That point has now been reached. Limited 
quantities are becoming available civilian 


The Picker-Polaroid system adaptation radiography 
the self-development principle the Polaroid Land 
The whole job takes only minute can done broad 
daylight needs darkroom, solutions, dryer. 

all incredibly simple and quick: (a) you load the cassette 
(b) make the exposure (c) put the cassette the automatic 
processing box. Wait sixty seconds: open the box and there’s 
your finished radiograph ... flat, dry, ready for use. 


Its speed and convenience have already proven invaluable 


the operating room for hip-pinning and similar procedures; 
for emergency hospital admissions, for work with THE AUTOMATIC PROCESSOR 


portable and units. 


Since quantities are still limited, those wishing obtain 
Picker-Polaroid equipment supplies would well 
communicate once with either their local Picker office, 
with Picker X-Ray Corporation, South Broadway, 
White Plains, New York. 


THE PACKET 
1 
ray 
POLAROID 


closest harmony... 


sour notes with Kodak X-ray Processing 
Chemicals. The ingredients are formulated with 
such precision that each works harmony with 
the other playing its specified part produc- 
ing radiographic results uniform high quality. 


Kodak X-ray Film— 


For superior radiographic results, Blue Brand 


follow this simple, time-tested rule, always 
Process 


Kodak X-ray Chemicals 


(LIQUID POWDER) 


CANADIAN KODAK LIMITED 
TORONTO ONTARIO Order from your x-ray dealer 


‘ 


Use 


